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PREFACE 



DuEiNG the last four years the apparatus aad practice of radio- 
BigaaUing have been revolutioniaed by the rapid evolution of the 
hard vacuum valve and of valve circuits. This uew era may be 
said to have commenced with the results obtained by Dr. Irving 
Langmuir, the explanation of which was clearly set forth by him, 
and by Edwin Armstrong, early in 1915 before the Institute df 
Eadio Ei^ineers. 

The great world war was responsible for some remarkable ' 
developments in applied science. Not the least of these was the 
impetus given to radio signalling, by its multifarious applications 
in all branches of war activity, both offensive and defensive. 

As regards developments in valves and valve apparatus the 
work of the French Military Service Establishment under General 
Ferri^ stands out pre-eminently. Colonel Ferris, as he then was, 
had gathered round him a zealous band of assistants, whose 
scientific attainments were already very distinguished, and there 
is not the least doubt that their work took the lead among the 
Allies and held it during the war. They produced the French 
design of hard vacuum valve; it was marked by cheapness of 
construction and adaptability in action ; its use by the Allies 
became universal, and the manufacture was copied not only by 
them but also by their opponents as soon as they had secured 
specimens. 

L'Etablisseraent Central at Paris also evolved many excellent 
valve circuits and pieces of apparatus which have become pioneer 
and are not yet excelled. In radio developments France and her 
Allies were well ahead of their opponents. In the United States 
much remarkable work has been done during these four years, 
especially in the development of power valves and in radio- 
telephony. 

The author has written the present volume because it was 
necessary to bring his already existing Text-Book up to date. In 
the second place, as Wireless Experimental Officer and later as 
Chief Wireless Instructor with the British Expeditionary Force in 
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viii PREFACE 

Fraoce, he has had much opportunity of atadying the European 
development of valvea and valve apparatus ; it 13, therefore, natural 
that he should wish to publish a record of the information thus 
gained, in the hope that it may prove interesting and acceptable. 

Dr. W. H, Eccles has lately suggested that some better name 
could be found for the three- and four-electrode vacuum tubes used 
in radio signalling instead of the terms valve, pliotron, audion, 
etc., now commordy employed. He au^ests the names triode 
and tetrode. The author, however, recognises that thousands of 
men engaged in wireless activities have become accustomed to 
the term '' valve," and realises that any innovation, of the nature 
suggested, at the present time may be more troublesome than an 
una a tia factory name established by custom. Also it must not be 
overlooked that many of the names given at present to special 
forms of these three- and four- electrode tubes are really trade 
names, and serve to distinguish the products of different manu- 
facturing companies. For these reasons the author has been 
. content, in this volume, to use the established term " valve " as 
the general name of these particular vacuum tubes used in radio 
signalling. 

He desires to place on record his indebtedness to G^n^l 
Ferrie of the French Military Service for many acts of kindness 
and courtesy, and for the freedom with which he explained to the 
author at all times what he had evolved, was evolving, or hoped 
to evolve in the way of valve applications. The author also 
wishes to express his appreciation of the valve work carried out 
under General Ferris by Prof. C. Gutton of the Faculty of Science 
at Nancy ; a friendly intercourse with him has proved both 
interesting and valuable. 

The thanks of the author are given to Messrs. The Marconi Co., 
Messrs. The General Electric Co., U.S.A., Messrs. The General 
Electric Co., London, The Federal Telegraph Co., U.S.A., and 
others, for permission to publish desqriptions aud illustrations of 
their apparatus. 

EUPEKT STANLEY. 
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VALVES AND VALVE APPARATUS 
CHAPTER I 

ELECTRONS 

Although the electron theory has been dealt with in Volume I. 
it is considered advisable to include in the present volume a brief 
risumi of the subject ; by 90 doing it is hoped that the volume, 
in itself, may provide a complete study for those who already have 
a good knowledge of electrical science, and of the principles _ of 
Spark Telegraphy. 

Under normal conditions of temperature and pressure some 
forms of matter exist as solids, others exist as liquids, and others 
as gases, but all the different kinds of matter in the material 
universe can be catalogued under two main headings, i.e. Elements 
and Compounds. An element, as the name implies, is a simple 
or elementary substance which may enter into combination with 
other substances, bat which hitherto had not been decomposed by 
chemical or physical action to form new substances. There are 
about 83 such elementary substances known to us at present, 
including all the metals, such as iron, copper, gold, and zinc ; 
certain gases such as hydrogen, oxygen, chlorine ; and certain 
miscellaneous elements such as carbon and silicon. 

If, for example, a quantity of copper unites with other things 
to form copper sulphate it is not possible to carry out a decompo- 
sition of the sulphate which will not yield the same quantity of 
copper again, neither more nor less. 

The smallest portion of an element which can exist or enter into 
combination with something else is called an Atom ; thus a piece 
of copper contains a number of elementary particles or atoms, all 
absolutely identical, and none of them divisible into new atoms 
which have properties other than those of copper. All elements 
differ from each other jn chemical and physical properties. Gold 
VOL. II, B 
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is much heavier than hydrogen, iron has magnetic properties 
possessed by no other elements to the same extent, and radium 
has radio-active properties at ordinary temperatures shared by 
few other elementary substances. 

A eompoond is a combination of two or more elements ; by 
far the greatest number of substances with which we are familiar 
are compounds. 

The smallest particle of a compound is called a Molboulb, 
and a molecule consists of a whole number of atoms of each elemen- 
tary substance present ; thus water is a compound of the elements 
hydrogen and oxygen, and a molecule of water is made by the 
combination of 2 atoms of hydrogen with 1 atom of oxygen — 
its chemical formula is written H2O. Similarly a molecule of 
sulphuric acid is made by the combination of 2 atoms of hydrogen, 
1 of sulphur, and 4 of oxygen ; in chemistry this is represented by 
the formula — HjSO^. 

In the same way molecules of salt, sugar, alcohol, coal gas, 
rnbber, or any other compound, are made up of combinations of 
atoms of elements. 

A study of all the phenomena connected with matter can 
therefore be based on such knowledge as we possess concerning 
the comparatively few fundamental elements ; this involves 
investigations which will enable us to picture to ourselves the 
structure of an elementary atom. If, for example, we consider 
samples of iron, and copper, and hydrogen, and radium ; why 
are they all different as regards their physical and chemical 
properties ? 

It is natural to suspect at once that there must be some 
difference in the structure of the atoms of different substances, 
but unfortunately a study of atomic structure is not easily carried 
out, since an atom is too small to be seen under the most powerful 
microscope. However the brilliant work of such scientists as 
Crookes, J. J. Thomson, Kutherford, H. A. Wilson, Pierre and 
Madame Curie has cleared up many points concerning atomic 
structure, and has also established the fact that electricity is 
an essential constituent of all forms of matter. It would take too 
long here to describe the experiments carried out by these and 
other scientists ; sufficient to say that most of our present-day 
knowledge, concerning the structure of an atom, has been based 
on the phenomena observed when electric discharges have been 
made to pass through rarefied gases in a vacuum tube. 

An electrical discharge can be passed across extremely rarefied 
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gas in a glass tube if two electrode, or plates, in the tube ate con- 
nected to a source of high voltage, such as the secondary tennmals 
oi a spark induction coil in action. .The plate connected to the 
positive terminal is called the anode, that connected to the negative 
is called the hatho^ ; when the voltage is applied the kathode 
emits rayswhich cause the gas in the tube to become luminescent 
and the glass walls to fluoresce. The rays can be deviated by a 
magnet, and it was early established that these rays were negatively 
electrified particles, projected with great velocity from the kathode. 
Boentgen discovered that an obstacle struck by them emits X 
rays ; these are ether waves of length much shorter than the 
shortest of violet light waves. 

Experiments by Milliken, Wilson, Sir J, J. Thomson, and 
others established the particle nature of these projectiles or rays, 
and showed that they were always the same whatever the nature 
of the electrodes used or of the gas through which they passed ; 
they are in fact particles of what was formerly called negative 
electricity, but the particle is now called an Electron, though 
in his early work Sir J. J. Thomson called it a Corpuscle. 

By brilhant experiments the diameter of an electron, its mass, 
its velocity, and the charge carried by it, have been measured. 

9 1 

Its mass is ^^r-^ gram or ia about t~-— of that of a hydrogen atom, 

10'''' loOU 

which is the lightest atom of all the elements ; its diameter is 

less than - — tttts em. ; its velocity depends on the positive 

potential of the anode or plate which attracts it, and can attain 
a value of 50,000 kilometres per second in a high-voltage tube. 

Its charge corresponds to abont coulomb, and a substance 

with a surplus of electrons has properties identical with those 
possessed by bodies which in former times were said to be negatively 
electrified ; the charge cannot be separated from the electron ; it 
is the electron — the fundamental unit of electricity. It is probable 
that the mass of an electron is due to the magnetic disturbances 
which it causes in the ether medium ; the luminescence, fluor- 
escence, and heat caused by it in gas, and glass, and other substances 
are due to similar etheric disturbances. In fact all the physical 
properties of all forms of matter may he due to the movements 
of the electrons, i.e. units of electricity, which are a fundamental 
constituent of them. 

The electrons are identical no matter what substance they may 
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issue from ; thus the atoms of all elements contaia electrons, 
and the difference betwees different elements is probably due to 
the electronic structure in the atoms. Thus gold difFcra from lead 
because an atom of gold contains a certain number of electrons 
arranged in a certain way, an atom of lead 'contains a different 
number of electrons arranged in a different way. Each little atom 
has its electrons in it, like seeds in a fruit, but there are reasons 
to suppose that the electrons may be moving about in the atoms, 
so that it is more like a little universe with its planet electrons 
moving around a central nucleus. By the application of electrical 
pressure, or voltage, one or more electrons may be torn out of an 
atom, as in the case of a kathodic discharge in a vacuum. Sir 
J, J. Thomson haa shown that as many as eight electrons can be 
torn out of an atom of mercury. Some substances, such as radium, 
actinium, and uranium, emit electrons spontaneously from their 
atoms at ordinary temperatures and are said to be radio-active. 

We do not know how many electrons there are in an atom of 
any substance, but it is reasonable to suppose that the number 
increases with the weight of an atom. Thus the atomic weight 
of hydrogen is 1 and its atom is supposed to contain 1 electron — the 
atomic weight of radium is 226 and its atom probably contains 
a great number of electrons. 

Mendelejeff first drew attention to what is now known as the 
Law of Periodicity : — If the atoms of the different elements are 
arranged in the order of their atomic weights it is found that atoms 
of siimlar characteristics occur periodically like octave notes on 
a piano. Thus lithium (atomic wight 7) has properties not shared 
by the substances which succeed it in the atomic scale until we 
come to sodium (atomic wei^t 23), and they disappear again 
until potassium (atomip weight 39) is reached. In a similar way 
helium (4), neon (20), and argon (39-9) have similar characteristics, 
as have glucinum {9-1), magnesium (24'3), and calcium (40-1 ) ; 
in fact so regular is this periodicity that the existence of unknown 
elements was shown by gaps in the series ; this has led to the 
discovery of some of these elements, such as gallium and 
germanium. Spectroscopic results also demonstrate the fact 
that there is a definite similarity between elements which follow 
each other at regular intervals in the Periodic Series. 

To account for this peculiar periodicity Sir J, J. Thomson 
considers that an atom consists of electrons, or negative charges, 
surrounding a central nucleus of positive charge. Wlien the 
number of electrons in an atom is from 1 to 8 they are arranged 
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symmetricallj on a circle or sphere round the central nucleus ; when 
the number is from 9 to 16, the 9th, 10th, etc., will lie on a new 
circle or sphere concentric with the first. Similarly with 17 
electrons a third circle or sphere would be commenced with the 
17th and so on. Thus the similarity o! properties of certain 
substances will correspond to the number of electrons on the 
outer circle or sphere. 

The ring diameter changes with the atomic weight, so that 
the atomic volume diminishes as we pass through an octave, to 
rise again when a new ring (or octave) is started. Some doubt 
still exists as to the nature of the nucleus of an atom ; it may 
be simply ether, or it may be something corresponding to what 
we have previously called " positive charge." On the other hand, 
positive charge may simply correspond to a deficit of electrons. 
The fact that an atom contains a positive as well as a negative 
charge would seem to have been proved by the experiments which 
P, Curie carried out with certain crystals. 

Owing to the difficulty of explaining the fact that hydrogen 
gives two spectra, although its atom is supposed to consist of I 
electron and 1 nucleus. Sir J. J. Thomson has presented the idea 
that an atom may contain a third constituent whose nature is at 
present unknown. ^ 

In the Berichle der Deutschen Physikalischen GeseUst^aft 
of Dec. 30, 1917, L. Vegard contributes an interesting article 
on atomic structure. He assumes that in an atom of hydrogen 
there is 1 electron, in the next eight elements, arranged with 
increasing atomic weights, there are 2 electrons on the inner 
ring in an atom, and that in all other elements the iimer ring 
consists of 3 electrons, the latter assumption being in accordance 
with the theory of Debye. Increase of atomic weight in the 
element series is accompanied by an increase of the number of 
electrons in the outer ring, and at regular periods now outer rings 
are started. The number of electrons on these outer rings is 
built up from element to element, with increase of atomic weight, 
until at a value of 8 or 10 a new outer ring is started. 

Similar chemical properties are accounted for by the similar 
number of electrons on the outer rings of the atoms ; thus lithium 
has an inner ring of 2 electrons and 1 electron on an outer ring ; 
sodium has an inner ring oi 3 electrons, a second complete ring of 
7 electrons and ) on an outer ring ; potassium has rings of 3, 7, 

^ Lectures by Sir J. J. ThomEon at the Boyal iDatitution, oommenoing February 
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and 8 electrons and 1 on an outer ring. The number of electrons 
on the outer ring may vary from 1 to 10 according to the Bubstance. 

Chemical affinity is determined by the number of electrons 
on the completed rings, good electrical conductivity is given by 
thos&elements which have only 1 or 2 electrons on the outer ring, 
whilst the more electrons there are on the outer ring the more 
difficult it is to separate them from the atom. A change in the 
number of electron rings in an atom, or the start of a new outer 
ring, is accompanied by the appearance of anew spectrum line. 

For the first 20 elements in the atomic weight series the Table 
given herewith shows Vegard'^ theory of the atom structure ; it 
is seen that a new ring with one electron is started at hthium, 
another at sodium, and another at potassium. In the remainder 
of the elements of increasing weight, not shown in the Table, 
the formation of new rings proceeds in much the same manner, 
the maximum number of electrons in the complete rings gradually 
increasing as they are formed outwards from the centre of the 
atom. 
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It may be thought that if an atom of an element loses one 
or more electrons it thereby changes into an atom of something 
else, and consequently by taking an electron discbarge from a 
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sabstance the latter should slowly change. Up to the present the 
physical and chemical properties of most substances have not 
been found to change owing to a discharge of electrons from them, 
but in the case of radio-active substances it is thought that new 
substances of distinct individuality are produced. The radiations 
from thorium are supposed to bring about & very slow formation 
of a new substance called thorium X, but much research remains 
to be done in order that positive results may be established on these 
lines. 

Now physical science teaches us that the molecules of a 
compound, and the atoms of an element (which may be called 
monatomic molecules), are in constant movement ; the extent of 
the movement of any molecule depending on the temperature of 
the substance. This molecular movement is small in sohds, more 
free in Uquids, and still more free in gases ; in fact it is this which 
distinguishes soUds from liquids and gases. The pressure of a 
liquid or gas against the sides of the containmg vessel is due to 
the constant bombardment of the molecules, for as they move 
hither and thither a definite number of them are always striking 
against the side of the vessel. Evaporation from the surface 
of a liquid is due to the fact that some of the molecules, in then: 
movement, arrive at the surface with such a velocity that they 
fly off into the air, or other iluid medium, above the surface. As 
the temperature of the substance is increased the molecules move 
with greater velocity ; as it ia decreased the molecular movement 
diminishes, and at absolute zero of temperature, i.e. 273° C, all 
the molecules of a substance are at rest. 

In a piece of any elementary substance it is beheved that 
there are not only mihions of atoms of that particular 
element, each containing a definite number of electrons, but 
also a great number of free electrons, and that the electrons as 
well as the atoms are in constant movement. Thus a piece of 
copper wire consists of an aggregate of atoms of copper and a 
number of free electrons, all in vibratory movement, the atoms 
being definite constellations of electrons which give the piece 
properties by which we distinguish it as copper. Also it must 
not be overlooked Ifcai eiker pervades Sie cop-per since this medium 
•pervades everything. 

Similarly a piece of gold wire consists of a number of atoms, 
or constellations of electrons, and a number of free electrons, all 
in continual vibratory movement ; but the constellations in 
this case consist of a different number of electrons, differently 
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srraoged to those in copper, and so gold differs from copper, or 
iron, or hydrogen, or other elements in its physical characteristics. 
In a metal it has been computed that there are 10** Iree 
electrons per each centimetre cube of the substance, a number 
approximating to the number of complete atoms in the same 
volume. 

Charged Bodies. — If, by any means, a piece of any aubslance 
is given an excess of electrons it is not in a nentral, or normal, 
condition ; the ether which pervades it is strained, and this strain 
is conveyed to the ethor around it so that it effects other substances 
in its neighbourhood. Thus if a rod of ebonite is rubbed with 
flannel it will attract hght pieces of paper or other neutral substance 
near it ; by the friction with the flannel it has been given an 
excess of electrons, and in former times was said to be thus 
negatively electrified, so that an excess or addition of electrons 
corresponds to what was formerly called negative charge. 

Again, if a substance is robbed of some of its electrons by any 
mean^ it is not in a normal condition ; the ether in it and round 
it is strained, and it affects neighbouring substances. When a 
rod of glass is rubbed with silk, electrons leave the glass and go 
to the silk ; the glass will then visibly attract pieces of paper or 
other light substances. A glass rod treated in this manner was 
formerly said to be positively electrified, so that on the new theory 
a deficit of electrons corresponds to a positive charge. 

It is thus seen that properties of electric charge, or electrification, 
are evinced by a body when it has either an excess or deficit of 
electrons compared with the number in a similar normal piece of 
the body ; this abnormal condition has set up a strain in the 
ether which pervades the body and the spaae around it, and the 
ether strain conveys forces to neighbouring bodies. 

A charged body attracts other bodies in its neighbourhood 
because the electric strain set up in the ether round the charged 
body extends into the ether in neighbouring bodies, disturbing 
the normal distribution of electrons in them. The ether strain then 
tends to make the charged and neutral bodies move together in 
order that the stram may disappear. In a similar way when the 
strain is put on the chain of a capstan to move a weight the weight 
moves to remove the strain. 

A body with an excess of electrons (negatively charged], 
will attract a body with a deficit of electrons (positively charged), 
because of the forces conveyed between them by the resulting 
strain in the ether around them. Similarly if both bodies are 
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either poeitively or negatively charged they will repel each other. 
In the old text- books these facts were expressed in the law': — 
" Like charges repel each other, unhke charges attract each other." 

Caxrent ol Electricity.— It has been explained that in an 
ordinary piece of any element, whether it be gold, copper, hydrogen 
gas, mercury, or any other, the atomic consteUations of electrons 
and the free electrons are always in motion, in all directions, in 
the etherio medium which pervades it . The velocity of movement 
depends on the temperature of the piece, and the extent of the 
movement depends upon whether it is in a solid, liquid, or 
gaseous condition. 

This continual movement of atoms and electrons in the piece 
does-not lead to one portion of it having more of them than another, 
and the resultant strain in the ether du6 to these movements is 
zero. If, besides this movement, we can produce, by any means, 
a decided drift of some electrons from one portion of the piece 
to another that will constitute what is commonly called a current 
of electricity. One of the simplest means of doing this is to set 
ap an electric strain of the ether in the piece. 

Let us consider a simple case ; when a rod of pure zinc 
is put into acidolated water the contact between them is sufficient 
to cause a disturbance of the normal distribution of electrons in 
both ; the zinc gets an excess of electrons and the solution a deficit ; 
the ether medium in and around both is electrically strained. If 
one end of a copper wire is now put in contact with the zinc and 
the other end in contact with the solution the ether which pervades 
the copper wire will be strained, but copper is a conductor, therefore 
the strain will cause a movement of electrons along the copper 
in order to relieve the strain. As fast as electrons flow along the 
copper wire to remove the strain more electrons collect on the 
zinc, owing to its contact with the acidulated water and the 
chemical action resulting therefrom, so that continual movement 
of electrons is kept up along that copper wire, constituting what is 
called a current of electricity. If a movement of electrons is only 
of short duration it is commonly called a discharge. The strength 
of the current in any substance will be directly proportional to the' 
strain to which the ether in the substance is subjected ; it will 
be inversely proportional to a resistance factor which depends on 
the nature and dimensions of the substance. 

Voltage. — ^The amount of ether strain effect which exists 
between a point positively charged and one negatively charged 
is called the pressure, potential, or difference of potential between 
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the pointB ; it is measured in units called volts. It is this strain 
in the ether between two points, due to the abnormal conditions 
represented by positive and negative charges, which causes a 
movement of electrons, in the form of a cunent or discharge, 
when a condacting path is available between the two points. 

Besiatance. — With a given electric strain exerted on the 
ether in any substance it is natural to expect that the resulting 
movement of electrons, current, or discharge, in this substance 
will depend upon the nature of the substance, its length, and its 
cross-section. For example with a given ether strain, or voltage, 
applied there will be a greater movement of electrons in copper 
than in iron or tungsten, and it will take a very great strain indeed 
to cause any Sow of electrons in such things as mica or ebonite ; 
thus copper is called a good conductor, better than tungsten ; 
while mica, ebonite, and other substances in which movement of 
electrons is very difficult are called isolators, or insulaims ; across 
these electrons can only pass when a very great or bursting strain, 
measured in volts, is set up in the ether in the substance. 

When a discharge or current takes place it heats the medium 
through which it passes to a degree depending on the resistance 
which the medium offers ; in other words the regular drift 
of electrons is accompanied by a speeding up of the vibratory 
movement of all the atoms and electrons in the medium. 

About 3000 to 4000 volts are necessary to cause a discharge 
of electrons across one millimetre of air ; when such a discharge 
passes the air is heated, and we see the discharge as a spark, or 
succession of sparks. Electrons can discharge across a vacuum 
more easily than across air ; air will quickly stop them on account 
of their extremely small size, unless there is a groat difference of 
potential to urge them on. Thus, if it is required to pass electrons 
freely across a gas, the gas is generally enclosed together with 
two terminals or electrodes in a glass globe, and vacuum pumps 
applied until the gas is very thin or attenuated ; until there is 
more or less what is commonly called a vaeuimi. The more 
completely the gas is pumped out the harder is said to be the 
vacuum, but it is impossible with present-day apparatus to obtain 
a perfect vacuum. In a suitable vacuum a discharge can be 
passed across a considerable space from one electrode to the other 
by the apphcation of only a few thousand volts. The electrons 
flow from the kathode, or negative, electrode to the anode, or 
positive, one. 

Ions. — Charges or currents may be carried not only by an 
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organised drift or flow ot electrons, but also by portions of mole- 
colea or atoms that have btoken up. 

Consider the case of a liquid or gaa where the molecules are 
freely moving about in all directions among themselves, with a 
velocity depending on the temperature. In their movement they 
will come into collision, not only with one another, but with the 
sides of the containing vessel, and with any electrodes mounted 
in it. These collisions will result in the vessel always containing 
a certain number of pieces of molectdes which are broken ; some 
of these pieces will have a deficit of electrons, others an excess. 
Thus some will carry positive charges, others negative charges, 
and they will the^ore be attracted by the negative or 
positive electrodes respectively if such exist in the vessel. These 
carriers of electricity, of molecular or atomic size, are called i(ms, 
from the Greek word " low " meaning a wanderer. It is these 
ions which carry current across the solution in primary cr secondary 
cells ; their number will depend on the strength of the solution 
up to a certain point ; it can be increased by raising the tempera- 
ture of the solution, because this has the effect of increasing the 
molecular velocity and thus increasing the number of coUisions 
per second. For example, if a weak solution of sulphuric acid in 
water is made up the solution will not only contain a number of 
complete molecules of sulphuric acid (H2S04), all moving about in 
every direction, but also a number of molecules spUt up into parts 
represented by (Hj) and (SOJ. These ions will be electrified, the 
Ha ion negatively, the SO4 positively. If, jiow, two plates are put 
into the solution, one charged positively, or at a positive potential, 
the other at a negative potential (so that a potential strain exists 
in the ether between them), the negatively charged ions will be 
attracted to the positive plate and the positively charged ions to 
the negative plate. In this waya redistribution of electrons takes 
place tending to relieve the strain, incidentally producing a current 
through the hquid, and bringing the broken portions of the 
molecules into contact with the respective plates. The ionfl may 
react chemically on the plates. 

It is noted that in the example cited one of the ions consists 
of two atoms of hydrogen, and it is found that the charge carried 
by the hydrogen ion per atom corresponds to one electron. 
Similar effects occur in gases ; an electron flow, or current, can 
take place either by a general drift of electrons in one direction, 
or by the medium of charge-carrying ions; which are broken off 
portions of molecules in the gas or atoms of an elementary gas 
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which have lost one or more electrone. Generally both effects 
are preaont, except in the case ol a very hard vacuum in which 
tew molecules of gas are left, and therefore few ions formed by 
collisions ; the aotion ia then due to a flow of electrons only. 

As a concliision it may be noted that there are in the universe 
at least two essentials : — the ethor medium which pervades all 
space and all material substances, and electrons which are' a 
fundamental constituent of the atoms and molecules of all 
substances — sohd, liquid, or gas. The all-pervading medium is 
the more elusive of the two as far as investigation is concerned ; 
we know such a medium must exist as we use it to convey the 
energy of hght and heat from one place to another, but there are 
still unsolved many problems and experiences which are intimately 
connected with the existence of an all-pervading essence, 
the importance and sublimity of which is not yet sufficiently 
appreciated. 

QUESTIONS ON CHAPTER I. 

1. What ia an electron T 

2. How are molecules of ooiupounda formed ! 

3. How ia the difference between difierent aubetanoee explained on the electron 

4. What happena when a, piece of any substance contams an exoees or defioit of 
electronB r 

6. DeSne electrical difference of potential and electrical reeiBtanoe. 
6. What is an ion I 
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CHAPTER II 

THEORY OF THE HARD VALVE ' 

The phenomenon of evaporation is familiar to everybody ; thu8 
if a qu^tity of the liquid pentane is poured out into a fiat saucer 
it ■will quickly evaporate away at ordinary temperatures, and the 
evaporation can be hastened by heating the pentane. If water 
is placed in a Sat saucer it will evaporate more slowly than 
pentane, and again the evaporation can be hastened by raising the 
temperature. 

As pointed out in the previous Chapter the molecules of a 
liquid are always moving about among themselves within the liquid, 
the velocity of movement depending on the temperature. Evapor- 
ation simply means that some molecules are always moving towards 
the surface at such a velocity that they escape out into the air, or 
atmosphere, and become dif^sed in it. The more the temperature 
is increased the greater the velocity of the molecules within the 
liquid, and the greater the number which will escape from the 
Surface, so that the rate of evaporation is increased. Absolute 
zero of temperature, — 273° C, is that temperature at which all 
movement of the molecules in any substance is supposed to have 
ceased. 

When a light liquid is put on top of a heavy liquid in a glass 
vessel the two do not appear to mix ; thus if petrol is put on top 
of water there appears to be a sharp dividing line between them ; 
in reality it is easy to prove that molecules of the petrol penetrate 
down into the water and molecules of the water penetrate upwards 
into the petrol. 

Similarly when a light gas is put into a vessel above one 
containing a heavy gas diffusion takes place, the molecules of the 
gases move freely about so that each of the vessels will soon contain 
as much of the light gas as of the heavy gaa. From these and 
similar phenomena we conclude that the molecules in any fluid, 
liquid or gaa, are always freely moving about within the fluid, at a 
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velocity dotermined by the temperature and the nature of the fluid, 
and that they can radiate or evaporate into any other fluid which 
may have a common surface with the first one. 

Bvaporation of electrons can take place from the surface of 
a substance in much the same way as evaporation of molecules 
already described. Thus, at ordinary temperatures, radium, 
uranium, polonium, and other so-called radio-active substances 
emit electrons from their surfaces ; the radiation effects produced 
are partly caused by this stream of electrons, partly by the ejection 
of the resultant broken parts of atoms, and partly by the move- 
ments caused by them in the ether medium around. 

In other cases electrons can be strongly emitted from the surface 
of a substance only when the latter is heated. Since an electron ' 
is very small it will be quickly stopped in air and cannot travel far. 




therefore to make use of such an emission of electrons it la usual 
to enclose the emitting surface in a vacuum, 

A tungsten, platinum, or carbon filament raised to incandescent 
heat in a vacuum space will emit electrons, i.e. negative charges of 
electricity. 

The heating can be done by an electric current from a battery, 
and regulated by having a resistance in series with the battery as 
shown in Pig. 1 (a). In the case of a platinum filament more 
electrons will be emitted if the filament is cOated with some sort 
of lime, as in the original Round Valve. These electrons will 
form a negative electric field round the filament which will repel 
negative charges, and therefore tend to stop further emission of 
electrons from the filament. 

If there is introduced into the globe a plate positively charged, 
(at a positive potential with respect to the filament), the plate will 
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increase the flow of electrons throngh it to the plate, provided there 
is not sat oration. 

If the grid is kept at a negative potential, lower than that 
of the filament, it will tend to repel electrons and reduce the 
electron current from filament to plate. The repelled electrons 
will gather in the space between the grid and the filament, thas 
forming a space charge or negative field ; this will still further 
repel the electron Sow ontil the latter is cut off altogether, nnleBS 
or until something is done to discharge the negative potential ot 
the grid. Finally, if the grid is made alternatively positive and 
negative it is seen that corresponding poises or variations in the 
filament-plate cnrrent will be set np. To obtain these variations 
satisfactorily the electron flow must be below saturation value ; the 
potential of the plate most 
be arranged to suit the 
temperature of the filament, 
so that any slight chimge 
in the potential difference 

I -— between them will cause a 

llll— ^AJ[MM^ i "■ «o"esponding change in 
|lll--wvym i jjjg electron flow. 

Thus, by properly de- 
signing the proportions of 
the various parts of such 
a valve, very small variations of the grid potential may cause 
comparatively large variations in the filament-plate current, and 
the advantage this arrangement -possesses over other relays is 
that there is no inertia of nioving parts ; as a consequence it gives 
delicacy of action and absence of lag effects. 

Suppose it is required to ampUfy weak telephonic currents, 
the necessary circuits would then be as shown in Fig. 2. The 
filament is heated by battery B, and its temperature regulated by 
the shding resistance B. 

The plate is kept at positive potential with respect to the 
filament by the battery Bi, whose voltage may be from 26 to 100, 
depending on the design of valve employed. The electron current 
flows round the circuit — filament, plate, telephone receivers (T), 
battery Bi — and as long as it ia steady it does not cause sound in 
the telephones. Note that electrons are negative charges, and the 
electron displacement or flow round the circuit, as detailed above; 
is in the opposite direction to that in which we usually consider an 
electric current to flow. It is more usual to speak of a current as 
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flowing through a battery, such as Bi, from the poBitive terminal 
round the outside circuit to the negative terminal ; thiB is because 
we were formerly tied too closely to the water analogy when 
electric displacements were not sufficiently understood. Water 
flows from a high level to a low level, and by analogy we considered 
electricity to flow from a positive potential to a negative potential. 
But in reality electric displacement or current may be a flow of 
electrons, i.e. negative charges, in one direction, or a flow of atoms 
which have lost electrons, i.e. positive charges, in the opposite 
direction, or both. Since atoms which have lost electrons are much 
heavier than electrons it is probable that all electric currents are 
due more to displacement or flow of electrons than to a displace- 
ment of the heavier positive units in the opposite direction. 

The grid, G, is connected through S to the fllament and therefore 
is normally at the same potential as one end of the filament. In 
series with it is the secondary S of the telephone transformer, the 
primary F of which takes the place ordinarily occupied by the 
telephone receivers. 

When weak pulses of current flow in the primary they cause 
little pulsations of voltage to be indnced in the secondary, conse- 
quently a pulsmg potential effect is impressed on the grid and 
this causes relatively large pulsations of the electron flow, i.e. of 
the current in the plate-filament circuit and in the telephone 



This is, as it were, a local current actuated by the feeble 
telephonic currents from the line, therefore the action is a true relay 
effect. 

Instead of.the telephone receivers we might pass the filament- 
plate current through the primary of a second transformer whose 
secondary is in the grid circuit of a second valve, thus using the 
magnified pulses of the first valve to give still greater pulses in the 
plate circuit of the second valve as shown in Fig. 8. 

Again, by suitable connections one 4-volt battery can be used 
to heat both filaments, and one H.T. battery to serve both plate 
circuits. Valves' connected in this manner are said to be in 
" cascade. " and a^^valve . amplifier will make signals very loud 
which would otherwise be inaudible. 

Before considering the use of a valve as a detector, and as an 
amphfier of high frequency oscillations in a wireless receiver 
circuit, the historj' and evolution of the Hard Valve will be here 
briefly outlined. 

The discharge of electncity from incandescent metal filaments; 
VOL. u. 
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as already described, was investigated by Yista and Geitel daring 
the years 1882-1889. ContribnticHB to these investigations were 
made by Edison, Fleming, Sir J. J. Thomson, RiehardsMi, and 
Webnelt, the last named of whom osed a lime-corered platinum 
filamott (1904). Biehardson etmclnded that the ennent from 
a heated metal filammt was given by aa eqnation of the fotm 

_» 
C =d v'T X («) *, where f is the ciurent per sq. cm. at absolute 
temperatnre T, c the Napierian base and a smd 6 constants ; he 
also fiist used the tenn " Thermionic " for these currents. The 
work of investigation was carried on from 1908 to 1913 by Soddy, 
Fredenhagen, Pring and Parkei, Pohl and Weidemaun, and many 




Fie. 3. 



others ; in every case it was concluded that electron emission could 
not take place unless there was some gas in the tube ; that, in 
fact, the emission was due to some reaction between the heated 
filament and the snrrounding gas. 

In 1913 — 14 Dr. Irving L^gmuir conclosiTtly proved that the 
presence of gas in the tube was not necessazy, and that, though the 
strength of the electron current was very erratic in a tube contain- 
ing a trace of gas, it was regular in a very bard TaCDom and obeyed 
definite laws. Thus Fig. 4 shows the kind of result obtained by 
Langmoir when a filament was heated in a hard vacuam which abo 
contained a plate kept at a high positive potential. It k seen that, 
when the potential of the plate is 4- So volts, an increasing filament 
temperature gives an increasing electron current flow which is 
more or less in accordance with BichardSrai's law given above, but 
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at a certain temperature it fails to increase further. This Is the 
saturation point, and the failure to increase farther is due to the 
fact that the electrons in the space between the electrodes constitute 
a negative electric field, sufficiently strong to repel or stop any 
further increase in the flow of electrons across it, the excess 
electrons being turned back into the hkment. An analogous 
action occurs in the evaporation of a liquid such as water. When 
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the atmosphere above a surface of water becomes very moist, that 
is to say when for a given temperature it contains a certain density 
of aqueous vapour, as many molecules return, or are condensed - 
back, to the surface in a given time as are emitted from it ; thus 
evaporation appears to have ceased until something is done to 
decrease the amount of aqueous vapour in the atmosphere above 
the surface. A windy day is a good drying day because the wind 
removes the damp air and allows evaporation to go on. 
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The same thing happens when the plate is kept at, say, 110 
Tolts positive potential ; here saturation occurs at about the same 
time, hat many more electrons are drawn to the plate owing to its 
hi^er positive potential ; less are stopped by the electron field 
romid the filament or return to the filament. In much the same 
way evaporation of a liquid is greater on a warm day than on a 
cold one ; thus on a warm day the atmosphere can take ap more 
aqueous vapour before it becomes satiirated and evaporation 
ceases. 

It may be worth while to digress here for a moment and consider 
the effect of leaving a trace of gas in the tube. There must not 
be more than a trace of gas, say a pressure of 1/100,000 mm. of 
mercury, because, as has already been pointed out, the electrons 
can only move easily through a vacuum or very attenuated gas 
space. Yet a shght trace of gas will make a considerable difference 
in the behavionr of the valve, as it provides " ions " or carriers 
of electric charges. 

Positive ions will be produced in a tube wben^gas molecules 
collide with electrons. From such a collision a gas molecule may 
be split up into an electfon and another part— the latter having 
lost an electron is a positively charged "ion." The positively 
charged ions thus formed by collision are attracted towards the 
filament, the freed electrons add to the effect of those given off by 
the filament, and are attracted with them to the plate. 

Now in the first place the positive ions will neutralise the 
negative space charge, already discussed, and thus allow a greatly 
increased electron current to flow from filament to plate. For 
instance, if mercury vapour, at a pressure of 1/100,000 mm., is 
present in the tube it is possible to get as much electron current 
with enly 25 volts on the plate as could be obtained with 200 volts 
on the plate were the vapour not present. 

Again it is probable that some gases do directly affect the 
strength of emission from certain filaments. Thus it is known that 
the presence of oxygen decreases, rather than increases, the 
emission from tungsten. 

Another effect of the positive gas ions, especially with higher 
voltages, is the tact that, attracted by the negative field round 
the filament, they acquire a high velocity, cause disintegration 
when they strike the filament, and shorten it^ hfe. Also the 
bombardment of the filament by the positive ions will hberate 
from it a distinct group of electrons ; these start off with a high 
initial velocity and constitute what are called the Delta Bays. 
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The first valves designed for use on wireless circuits were all 
of the soft variety, that is to say the vacauin was not very hard, 
BO that they contained a considerable number of gas molecules, 
and their characteristics were iafiaenced by ionic phenomena. 

The pioneer valve was Fleming's valve detector ; this had ^ 
hairpin filament surrounded by a cylindrical plate, but it had no 
grid and was simply used as a detector, i.e. a rectifier, because 
electrons would fiow from filament to plate but not in the opposite 
direction. In 1913 the Lieben-Beisz valve appeared fitted with a 
grid between the filament and plate ; it had a soft vacuum and was 
used simply as a relay of weak telephonic current pulses ; about 
the same time De Forest produced the " Audion " valve with a 
grid between the filament and plate, using it in a wireless receiver 
circuit as a detector-relay. Bound produced a similar valve which 
was much superior to any that preceded it ; in fact it has always 
been the best of all soft vacuum, or gas, valves. The filament 
was a hairpin of platinum coated with lime, closely surrounded 
by a thimble grid of woven wire, outside which was the cylindrical 
plate. Bound used his valve in conjunction with the now famous 
No. 16 Circuit of the Marconi Company, in which the valve was used 
not only as a relay for telephonic pulses but also as an amplifier of 
high frequency oscillations ; it was not called upon to rectify, this 
function being mainly carried out by a crystal detector in the 
circuit. That a soft Bound valve depends greatly for its action 
on the work of the positive ions is shown by the fact that when the 
valve hardens it becomes less sensitive. More gas molecules, 
and therefore ions, are produced by heating the valve to restore its 
lost sensitivity. 

The action in a gas valve is very complex ; there is normally 
a certain amount of ionisation, due to the constant passage of 
electrons from filament to plate, and the space charge is largely 
neutralised. When the grid assumes a positive potential the 
velocity and number of the electrons passing through it are 
increased, and more are produced in the gas. This increase of 
ionieation reduces the space charge and a largely increased flow 
of electrons through the grid to the pla_te ensues, so that the 
pure relaying action may be much greater than if no gas were 
present. 

If a blue glow is strong, as it will be when there is too much gas, 
i.e. if the valve is too " soft," or when there is too much positive 
potential on the plate, it shows excessive positive ionisation ; the 
space charge is then entirely neutraUsed, and although there is a 
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heavy electron flow from filament to plate the relaying action of the 
small potentials on the grid is lost. 

It is perhaps necessary to remark here that the blue glow thos 
seen is not the flow of electrons, but is rather duo to the flow of 
positive ions in the opposite direction to that of the electrons. 

A gas valve is not sensitive when the blue glow is too strong — in 
other words when the space charge is entirely neutralised. In 
practice control of this is carried out by having a negative potential 
on the grid by means of a potentiometer, grid cells, or a condenser 
in series with it. When a condenser is used it isolates the grid 
sufficiently to allow it to accumulate a negative potential from the 
electrons entrapped by it on their passage from the filament, and 
the positive ioniaation of the gas prevents this negative potential 
from rising too high. The valve is most sensitive when worked 
very near the point at which the blue glow appears, but owing to 
the varying pressure of the gas (which in itself will vary with the 
temperature of the valve), to leakage of grid charge, and to the fact 
that the amount of positive ionisation varies with the strength of 
the electron current, constant adjustment is necessary to keep the 
valve at its sensitive point. 

With a hard vacuum none of these varying effects are present 
and the action is very regular, as shown by the curves in Fig. 4. 
The hard valve, made by Langmuir, was called by him a Pliotron 
(from the Greek pleion, " more," and Iron, " an instrument "). 
Besides pumping out the vacuum with delicate pumps every 
precaution is taken to ensure that no gas is left occluded in the 
metal plate, grid, filament or in the glass walls of the globe. The 
metal parts have first to be filed in a Tungsten vacuum furnace 
or otherwise heated to a high temperature of about 600° F., then 
washed in chemicals and rinsed in alcohol. 

After the electrodes are mounted inside the glass globes the 
latter are connected to the vacuum pumps, and are placed in an 
oven during exhaustion so as to be kept at a temperature of 900°, 
rising to 1 000" F. towards the end of the pumping. Ten or twelve 
valves can be pumped at a time, and theymust be carefully watched 
as the temperature is near the softening point of the glass so that 
the globes tend to collapse when the inside pressure is reduced to 
that of a hard vacuum. 

The vacuum is generally produced by a Gtede mercury pump, 
followed by a molecular or piston pump to complete the final 
exhaustion. During the exhaustion, and near its final stages, the 
plate can be bombarded by electrons by passing electric discharges 
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aoro39 the valve from SlameDt to plate ; this bombardmetit raises 
its temperature and helps to shake out any remaining gas molecules 
occluded in the plate. The tubes leading to the vaouum pumps 
contaiu a gas absorber in the form of pentoxide of phosphorus, or 
liquid air traps. 

Dr. Irving Langmuir described his valve before the Institute 
of Badio Engineers in April, 1916. A further valuable contri- 
bution was made before the same Institute in March, 1915, by- 
Edwin Armstrong, who described circuits employed by him with 
the Pliotron or hard vacuum valve, and pointed out how the action 
differed from that of the soft vacuum valves heretofore employed. 

It may be recalled that up to the time when Langmuir produced 
the Pliotron it had been concluded that the presence of some gas 
was necessary in a valve, and that the action was due partly to . 
the " ions," and partly to chemical reactions between the gas and 
the hot filament. 

, After the war broke out the French Military Authorities at 
I'Etablissement Centrale de Telegraphie, under the direction of 
Colonel Ferris, produced what is now commonly known as the 
French valve ; it had a hard vacuum like the Photron, but the 
design was much simpler and, owing to the excellence of the results 
obtained with it, this valve became the standard one for all wireless 
receiver and amplifier circuits in the equipment of the Allied 
Armies. Since then many other hard valves have been designed, 
but up to the present the best of them in Europe are more or less 
based on the design of the French valve. 

Characterutic Curve of a Ftench Valve. — The behaviour of 
a valve, and the uses to which it can be put, are best studied 
by drawing the characteristic curve which shows the current Sowing 
in the plate circuit for difTerent grid potentials. In obtaining the 
curve the temperature of the filament and the plate potential 
should be kept constant ; that is to say the filament voltage and 
plate voltage are kept at a steady pre-determined value. 

Suppose the circuits of a valve are arranged as shown in Fig. 5, 
with constant potentials applied to the plate and filament, and an 
adjustable battery Bi of small dry cells in series with the grid, 
through a change-over switch S, so that the various values of 
positive or negative potentials can be applied to the grid. The 
currents in the plate and grid circuits are read on the milliammeters 
shown at MA ; one end of the filament is connected to earth so 
that the potential along the filament falls from to — 4 volts. 

The characteristic curve of a French valve of the " S " Type 
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obtained in this way is sfaown in Fig. 6 ; in thia case the drop of 
potential acroBS the filament was 4 volts, and the potential of the 
plate was 60 volts higher than the zero end of the filament. Let 
us first broadly study the results obtained, as shown by the curve, 
and then consider their practical applications. 

The cnrve showB that if the grid has applied to it an increasing 
negative potential the plate current falls off : this is to be antici- 
pated since the grid now repels electrons, some of which return to 
the filament while others establish a space charge, or negative 
field, between the grid and the filament. 

This negative field acta with the n^ative potential on the grid 




to still further reduce the plate current until, as the negative 
potential on the grid is increased, the electron flow is entirely 
stopped and the plate current is zero. 

On the other hand, if the grid is at positive potential it will 
attract electrons ; some will go to the grid itself and estabUsh 
a grid current ; others will pass through with increased velocity 
to the plate and thus the plate current is increased. Also the curve 
shows that as the grid potential is increased the plate current 
increases up to a certain point where the increase ceases ; where 
the curve bends over and becomes horizontal. This is the point 
of " saturation," where an increase of grid potential will not 
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increase the flow of electrons to the plate, under the fixed conditions 
on which the valve is lunotioning. As will be seen later the 
plate current can now be increased only by increasing the filament 
temperature, so that it emits more electrons (aa shown in Pig 4), 
or, tor low values, by increasing the plate potential. 

Bef«rence has been made to the fact that when the grid potential 
is raised there will be a certain value of it at which some of the 
electrons will go to Ihe grid and establish a grid current. This 
will occur when the 
potential of the grid 
is higher than that of 
any portion of the fila- 
ment ; thus in Fig. 6 
the grid current com- 
mences when the grid 
potentialis about — S'8 
volts. The grid current 
will gradually rise as 
the grid potential is 
increased until finally 
it also arrives at " satu- 
ration"; with modem 
bard valves as used on 
wireless receivers the 
grid current will always 
be very small compared 
to the plate current — 
it is shown on the right 
of the Figure 6. 

It will be seen later, Eta. e. 

when dealing with valve 

oscillations, that the presence of the current in the grid circuit 
under certain conditions of grid potential is very important. 

The effect of increasing the filament temperature of a French 
" S " Type valve is shown in the curves of Fig. 7, the temperature 
of the filament being increased by simply increasing the voltage 
applied to it. Here it is Been that the greater the temperature of 
the filament the greater will be the plate current corresponding 
to any grid potential; a result shown in another way in Fig. 4. 
The effect of increasing the plate potential with constant filament 
temperature is shown, for a French " 8 " Type valve, in the curves 
of Fig. 8. As the plate potential is increased the curve of plate 
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current is shifted vertically and becomes more ateep, so that for 
any grid potential the higher the plate voltage the greater is the 
plate current, and the point of zero plate current is shifted into 
the region of negative grid potential. For higher plate potentials 
than those shown in Fig. 8 the carves will be still farther displaced 
towards the left, hut 
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the saturaiion current 
will remain constant 
depending only on the 
temperature of, and 
consequent emission 
of electrons from, the 
filament. 

The charaeteristie 
curves of valves will 
be treated with greater 
detail in a subsequent 
chapter, bat this pre- 
liminary short study 
of them is given in 
order that the methods 
of employment valves 
and the various uses 
of them may be here 
described in a simple 
manner. 

Valve a> a Belay.— 
The simplest use of a 
valve is as a relay or 
amplifier of weak tele- 
phonic currents. Re- 
ferring to Fig. 6 it is 
seen that for such use 
the valve must func- 
tion on the sloping 
part of its character- 



iatio curve, so that the pulsations of grid potential will cause 
proportional pulsations of plate current, and the effects will be 
uniform in either direction, upwards or downwards. 

Generally the initial grid potential with respect to at least 
one end of the filament is zero as shown in Figs. 2 and 3, where the 
grid is attached to, and therefore at the same potential as, one end 
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of the filament. The eonrectioi s of the grid and filament may 
be made through the secondary coil of a transformer. 

Thus when used as a relay the valve is functioning at about 
the point A on the charactenBtic cnrve of Fig. 6, corresponding to 
zero potential. 

Similarly it can function as a relay at the corresponding points 
A on any of the curves shown in Figs, 7 and 8, but could not bo so 
employed at Aj on the 3- volt _ ■ 

curve of Fig, 7, where a pulse 
of increase of grid potential _. 
above zero does not give a 
corresponding pulse of in- ,, 
crease in the plate circuit « 
current. g l. 

When the valve is used « 
in this manner as a low = i 
frequency relay, or amplifier, S 
the filament voltage and 
plate voltage required, (in 
other words the characteristic 
curve on which it is desired 
to make it function), depends 
upon two main considera- 
tions which are opposed to 
each other. Firstly, tbi 
the plate voltage, or:" 
voltage, or both, the I 
be the steady current 
through the plate circuit and 
plate circuit battery, and 
therefore the longer will the 
battery last ; secondly, the 
higher the plate voltage, or 

filament voltage, or both, up to a certain point, the steeper the 
curve, and therefore the greater the change or pulses in the local 
plate circuit current made by pulses of grid potential, i.e. the 
greater the relay effect. 

Beyond a certain point, however, relay effect does not increase 
with increase of plate or filament potential, because the slope of 
the curve does not increase in proportion to the potential, also the 
valve circuits are not so sensitive if the steady value of the plate 
current (when signals are not coming in) is too great. 
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It is scarcely neddBsarj to remark that the valve will function 
as a relay at pointR on the slope of its curve other than that corre- 
sponding to zero gijd potential, provided that the pulsations of 
grid potential caused hy the signals do not cause the corresponding 
pulsations of plate current to reach the top or bottom flat portions 
of the curve. If this should happen with speech signals the speech 
would be distorted on reception. 

Langmnir has shown that the slope of the plate current curve 
of a hard valve conforms very approximately to the formula : — 

C, = A(V, + KV,)« 
where A is a constant, K also a constant depending on the design 
of the valve, t.c. distance between grid and filament, size of ~grid 
mesh, hardness of vacuum, etc., and V, and V, are the potentials 
of the plate and grid respectively. 

Professor Gutton of the Faculty of Nancy, who has carried out 
much experimental work on the French valve during the war as an 
asnistant to Colonel Perri6, gives the formula : — 

G, = aVp + &V,-c (1) 

for the straight-line portion of the characteristic curve. For this 
portion of the curve the remtance of the plate filament circuit is 

dV 

a constant, and is ^ven by =-^^ = r- ; in the above formula 

avp 

a =s y*"- and is therefore the inverse of the plate circuit resistance. 

Thus we can write the formula : — 



= (V,-a:) + KV, 



where K and x are constants, equal to - and - respectively. 

Now CjjTp represents the ohmic drop of volts in the plate 
circuit, therefore the valve acts as if there was acting in the plate 
circuit a potential (Vp—x) plus a supplementary potential KV, due 
to the grid potential. From this is seen that a variation of grid 
potential produces a variation in the plate circuit which is K times 
as great, so that K Tepresents ike ■potential amplifying factor oj 
the valve. 
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Again since we can ■write the equation : — 

if the grid potential changes by d V^ the plate current will change by 

— X dVg, hence — is the current amplifying factor of the valve. If 

the plate circuit contains a resistance B external to the valve the 

current amplifying factor becomes — — =. For 4 volts on the 
rp + H 

filament the French valve gives the following values : — Vp = 24,000 

ohms, K = 10, a: = 40 ; or the equation is : — 

24,000 Cp = (Vp-iO) + lOV, 

If the filament temperature is increased the curve becomes 
steeper, with saturation higher and further over in the region of 
positive grid potential ; the resistance of the plate circuit is reduced 
and the current ampUfying factor increased. With 5'5 volts 
applied to the filament and 250 volts plat6 potential the plate 
circuit resistance will fall to about 11500 ohms, the voltage 
amplifying factor is about 8, and the current amphfying 
factor is greater than that obtained with lower filament 
temperature. 

The resistance of the grid circuit is very high, as can be seen 
by the fact that the grid circuit current is very small. Corre- 
sponding to a plate circuit resistance of 24,000 ohms the grid circuit 
resistance is about 40,000 ohms. With increasing negative 
potential on the grid the grid circuit resistance increases to 
infinity, which it attains at the potential where grid current 



An increase of filament temperature increases the grid current 
at the same time as it increases the plate current, therefore it 
decreases the grid circuit resistance ; a decrease of plate potential 
wnder certain conditions may increase the grid current, or decrease 
the grid circuit resistance. 

If a delicate galvanometer in the grid circuit shows that a 
reversed grid current is flowing when increasing negative potentials 
are put on the grid it is evident that this reversed current must 
be due to ions in the valve and that, therefore, the vacuum is not 
hard. This provides us with a quick method of testing the vacuum 
of a valve. InNos. 3 and4of L'EteHrofecnicoof 1917, G. Vallauri 
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deals with the Audion valve and obtaiuB a formula for the plate 
current which is Bimilar to that given above. For a point near 
the centre of the characteristic curve corresponding to 25 volts 
plate potential and — 7*5 volts grid potential he obtained the 
reault ; — 

Cp = 16-8V, + 28V, -69-5 

From this we obtain — 






V, 



thus it would appear that the resistance between the plate and 
filament in the Audion under the above conditions was very low, 
the potential amplifying factor was only about 2, and the current 
amplifying factor was high. 

Valve as a Detector. — Beferring again to Fig. 6 it will be 
seen that the lower portion of the characteristic curve of a valve 
is similar to that of a crystal detector, with a critical point at B ; 
rise of grid potential at this point will cause an increase of plate 
circuit current, but if the grid potential falls there is very little 
change in the plate circuit current. At this point, therefore, the 
valve will have rectifying properties and can be used as a 
detector. 

Suppose the valve is connected to a simple wireless receiver 
circuit as shown in Fig. 9, that a fixed potential is applied to the 
plate, and that the filament is at constant temperature (for instance 
4 volts apphed to the filament) ; also that a potentiometer is 
employed to vary the negative potential of the grid with respect 
to the filament. If the grid potential is constant there will be a 
steady current in the plate-filament circuit and therefore through 
the telephones. 

If pulses of grid potential occur in such a way that the mean 
value of telephone current is varied at a low frequency, then sounds 
will be heard in the telephone receivers ; if pulses of grid potential 
occur in such a way that corresponding pulses of the telephone 
current occur at a high frequency without changing" the mean 
value of the current, then no sounds will be heard in the telephone 
receivers. 

Now let us study in more detail the lower end of a charac- 
teristic curve of the valve, reproduced again on a larger scale in 
Fig. 10. 

Under the conditions as shown- in the Figure supl)o5e we 
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apply — .6 volts to the grid, thos working the valve at the point B 
on its characteristic curve. It is eas; to see that oscillations, or 
pulses of grid potential, about the value — 6 volts will cause 
pulses in the plato current, but thrae will be larger for a positive 
pulse than for a negative one since the curve is steeper towards 
the positive side; in other words, during these oscillations 
ike mean value of the plate current will be raised above B. The 
effect of a train of oscillations in the grid potential on the 
plate current is shown in Fig, 11, where the pulses of increase 
in the mean value of the current, caused by the oscillations, 
are shown dotted. 

Thus if the valve is connected to a receiver circuit, as in Fig. 9, 



j2 




each train of oscillations will cause a slight pulse of increase in the 
steady current which was flowing in the plate circuit, and there- 
fore through the telephone receivers, so that a sound is heard in the 
receivers. 

The valve is now acting as a detector, fairly sensitive, but 
probably not as sensitive as a good carborundum combination, 
whose characteristic curve rises more rapidly from the critical 
point. Note that the plate circuit steady current at this point 
is only about 0'06 to 02 milhamperes; also that there is no 
current to the grid. The valve has therefore the advantage that 
with negative potential on the grid no current flows in the grid 
circuit ; that is to say no current energy is drawn from the oscillating 
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receiver circuit so that the latter is not damped. Loose coupling 
can therefore be employed and jamming decreased. 

The pure note of the transmitting station will be heard in the 
receivers.' The tangent to the curve of plate current at point B is 
not steep, so that the increase of mean eufrent through the tele- 
phones will not be great. If the changes of plate current in the 
curve of Pig. 6 are noted, for two or three values of change of grid 
potential at the hend of the curve, it will be seen that the change of 
mean plate current is nearly proportional to the square of the 
change of grid potential ; that is to say the pulses of telephone 
current are proportional to the squares of the ampUtudes of oscil- 
lations set up in the receiver circuit, as in the case of a crystal 
detector, 

deferring to Fig. 6 it will be seen that a similar detector action 
in the valve could be obtained by working the valve at the satur- 
ation point C of its characteristic curve. In this case a train of 
oscillations of potential set up in. the grid will cause a reduction 
of the plate current, and therefore of the steady current in the 
telephones, so that a signal is beard. However, the detector 
properties of this part of the valve curve are only used for low 
. values of filament volts, since otherwise it means a comparatively 
targe current through the H. T. battery. The latter would be 
wasteful, also Ukely to decrease the sensitiveness of the telephones, 
if they are connected directly in the plate circuit instead of 
through the intermediary of a telephone transformer. Also, if the 
valve is functioning at the saturation bend of even a low plate 
current curve, a grid current is Ukely to be flowing and this means 
that the valve has a damping effect on the oscillations. 

In Fig. 7 the point Ai on the 3-volts curve is a rectifying point, 
besides which this point corresponds to zero potential on the grid 
so that no auxiliary potential effect would habere required between 
grid and filament. At the same time it is seen that with only 48 
volts on the plate the plate current is 0-86 ampere for the French 
" S " Type valve, so that this point is not so satisfactory as the 
lower bend, corresponding to — 6 volta grid potential. 

A fuller consideration of the employment of valves for rectifi- 
cation will be given in Chapter III. ; we will conclude this one with 
a brief survey of the general features of hard vacuum design for 
amplifying relays and for wireless receiver circuits. 

The filament is now invariably made of tungsten ; it need not 
be larger than is necessary to give a small steady current in the 
plate circuit when no signals are arriving. Tungsten is a very 
VOL. II. D 
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refractory material with a high yolatiliaing temperature ; it also 
has the property when heated of attacking any residnal gases left 
in the globe, forming compounds with them which are volatihaed 
and finally deposited ,on the glass. 

As a general rule the filament in present-day valves for receiver 
circuits is such that it is raised to incandescence by a current of 
about 0-6 ampere from a 4-vo)t battery, though the Marconi Co. 
use small valves whose filament current is only about 0'3 ampere. 

The grid, and the plate outside it, should surround the whole 
of the filament so that the electron flow takes place from all sides 
of the filament — as in the French valve ; this is a better design 
than that adopted in some valves where the grid is a perforated 
plate on one side of the filament only, with the plate, or anode, 
beyond it. 

The grid should be fairly close to the filament where the velocity 
of the emitted electrons is small ; it must be remembered that the 
velocity of the electrons increases as they approach the positive 
potential plate. Dr. Eccles has shown that if e represents an 
electron charge, and V the potential difference between the filament 
and the plate— then the energy represented by an electron going 
from filament to plate is Ve. If its mass is m and it is supposed 
to start from rest and attain a final velocity at the plate of 
V, the kinetic energy gained by an electron when it arrives at 

the plate is hnv^ ; thus imv^ = Ve or e = v/sV x' - . Now — 

is known to be 1'77 X 10', and if V is 100 volts this gives a value 
for V = 60,000 cms. per second ; nearly 2,000 feet per second. 

It is evident, therefore, that the grid should be placed close 
to the filament where the velocity of the electrons is still small, 
so that slight potential changes in the grid can appreciably affect 
their velocity ; either accelerating their velocity out of the negative 
field around the filament, or repelling them back to the filament 
before they have got up much speed, according to the potential of 
the grid. 

If the grid mesh is too coarse it will not have sensitive control 
of the electron flow, and it will require to have considerable negative 
potential applied to it if the valve is to function near the bottom 
bend of a characteristic curve, where it has rectifying properties 
and the plate circuit currents are small. On the other hand if the 
grid has too fine a mesh, a relatively small negative potential on 
it will cut off the plate current altogether, and the bend in the 
characteristic curve of the valve under suitable working conditions 
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may now occur in the region of positive grid potential. A fairly 
coarse mesh of fine wire is best for ordinary practice. 

The plate is usually made of nickel ; it should be thin so that 
occluded gases are easily got out of it during the vacuum-prod ncing 
process. For this reason the plate might be made of tl^in wire 
instead of sheet metal. It must be large enough to deal with the 
oarrent passing through it, otherwise it would heat up ; thus if 
we apply, say, 400 volts in the piate circuit of Pig. 5, a current 
of 40 — 50 milliamperes will flow in it and would soon make the 
plate of the valve white hot, unless the energy could be transferred 
from the circuit to another one, as is done when a valve is employed 
for C.W. transmission. " 

It the plate is too far from the filament the apparent resistance 
across the valve is high, and the voltage drop correspondingly high ; 
that is to say a high plate voltage is required and the valve is not 
efiBcient, On the other hand if the plate is too close to the grid 
and filament its attraction for the electrons will be so strong that 
the valve will not be sensitive to small changes of grid potential. 
This mistake was made in a German copy of the French valve. 

For reception the plate potential must not be higher than that 
required to ensure a steady flow of electrons from the filament, 
a flow which will readily respond to shght fluctuations of grid 
potential. It must be'remembered that this flow acts as a current 
through the plate circuit battery, and the smaller it is the longer 
the battery will last. 

These points in design will be better appreciated when the 
characteristics of different valves are discussed in a subsequent 
Chapter. 

QUESTIONS ON CHAPTER H. 

1. Wh&t is meant by plate cnrrent Sataratiou 1 How does it vaiy with (a) 
plata potential, (b) Slament temperafoire ? 

2. Explain shortly how a valve can act as a relay for puTsee of current at 
telephonio frejjneQoy. 

3. How are the obaraoteriatica of a valve determined I 

4. How is the current amplifying factor of a valve obtained t 

5. Explain the action of a valve when used as a deteotoc. How does the use 
of a valve as a detector differ from its osee as a relay and as an amplifier T 

6. Write a short note on the effects of grid and plate distances from the 6Iiiment 
of a valve. 
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CHAPTER III 

VALVE DETECTORS AND DETECTOR-RELAYS 

In the previous Chapter it has been pointed out that the plate 
current curve of a hard valvft ia of such a ahape that the valve has 
got rectifying properties. When functioning as a detector at the 
lower bend of the curve the grid potential in the general case ia 
negative compared with the filament and the grid current ia zero ; 
the grid circuit has infinite resistance and hence the valve abstracts 
no energy from the oscillating circuit to which it is connected, the 
necessary pulses of telephone current coming from the plate circuit 
battery. Thus a valve emfloyed in this way as a detector has very 
little damping ^eet on the oscillating circuit, therefore tuning will 
be sharp, and loose conpling to the aerial circuit can be employed 
so that jamming by interference is reduced. 

The damping effects of the valve are not entirely zero, for 
there is a small capacity effect between the grid and the other 
electrodes which allows some oscillating energy to pass ; on account 
of this the valve may not be as good a detector as a good crystal 
on short waves at high frequencies. 

Before discussing further the methods of using a hard valve 
for rectification it may be interesting to briefly consider some of 
the earlier types of valves which were used on wireless receiver 
cireuita. 

Fleming Valve. — The first valve detector was patented by 
Dr. J. A. Fleming in 1904 ; it had no grid, and simply made use 
of the unilateral conductivity effect between a heated filament and 
a plate enclosed together in a vacuum. At that time it waa 
considered so reliable and robust compared to crystal detectors 
that it was largely adopted on wireless instsdlations by the Marconi 
Company, 

The detector consisted of a small electric lamp with a single 
hairpin filament of tungsten or carbon, surrounded by a cylinder 
of sheet or gauze copper, or nickel, which was attached to a third 
terminal on the lamp. 

36 
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The filament was heated to incaDdescence by means of a batteiy, 
of from 4 to 12 volts depending on the size of the valve, in series 
with a regulating resistance. The negative side of the filament 
was connectefi in series with a potentiometer voltage and telephone 
receivers to one side of the wireless receiver circuit, the copper plate 
or anode to the other side of the circuit. 

The valve had a soft vacuum and was what we would now call 
a " gas valve " ; its sensitiveness to signals was not so good as 
that of a good crystal comhinatiou, but the sensitiveness was not 
impaired by strong signals and atmospherics. 

Fig. 12 shows a Fleming Valve as supphed by the Marconi 
Company ; also its connections to a receiving circuit. 

;Eieming was the first to use the unilatend conductivity effects ' 




of an electron discharge, from a heated filament to a plate at a 
higher potential than the filament, so that his patent may be 
considered as the parent one of all valves used in wireless receiver 
circuits. 

Lieben-Reisz Valve. — The use of a grid between the plate 
and filament seems to have been first apphed commercially by 
Lieben and Keiaz in their valve relay, which was used by them for 
relaymg low frequency, or telephonic, current pulses. It is 
described in Chapter VI. dealing with Ijow Frequency Amplifica- 
tion. 

"Aadion" Valve. — Dr. De Forest introduced a grid consisting 
of a perforated cyhnder, or plate, between the filament and anode 
of what was virtually a Fleming valve, thus producing a relaying 
valve which he called an " Audion." In De Forest's circuit, 
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vfhich is shown in Fig. 13, the valve is osed as a detector-relay ; the 
small pulses of potential set up in the receiver circuit act on the 
grid and cause corresponding pulses of plate circuit current ; these 
are also rectified by employing the valve at the proper point on 
its characteristic curve. 




Boond's ValTO. — The soft vacuum Eound valve was much 
superior to any which had preceded it, and was of such a size that 
comparatively largo current pulses were dealt with in the plate 
filament circuit. It had a hairpin platinum filament coated with 
a mixture of barium and calcium oxides ; completely surrounding 
the filament was a thimble of fine mesh nickel wire which formed 
the grid, while a nickel cylinder surrounded this again to form the 
plate. Like all soft valves it was very sensitive to grid potential, 
which was regulated by a potentiometer in series with the grid ; 
it was also very sensitive to the degree of vacuum, in other words 
its sensitiveness depended greatly on the ionisation effects, as has 
been described in the previous Chapter. 

In order to counteract the tendency of the valve to harden 
with continued use a pellet of asbestos was enclosed in a small 
neck at the top of the valve ; heating this by a match would drive 
from it gas molecules into the body of the valve, and thus the 
vacuum could be brought to the proper degree of softness. The 
necessity of thus regulating the vacuum was a disadvantage, also 
the facts that when started up the valve did not come into proper 
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operation for two or three miuutes, until it became warm, and that 
the platinum filament was easily burnt out by an improper adjust ■ 
ment of the heating rheostat. ■ 

Its filament current was large and its plate required a bigh 
voltage compared to other valves then in commercial use, but 
when properly functioning and in expert hands the results obtained 
with it were much superior to those given by any other valve. 

The valve connections adopted by Round were those of the 
well known No. 16 Circuit as used by the Marconi Company. In 
this circuit Round used his valve to amplijy the high jrequeneg 
oscHlaiions in ike receiver circuit ; a description of the circuit will 
be delayed for the pr^ent as we are here only dealing with the 
use of a valve as a detector or deteotor-relay. 

"Kiotton" Valve.— As described in the previous Chapter 
Dr. Irving Langmuir first demonstrated the fact that it was possible 
to make a valve function even if it had a very hard vacuum ; such 
a valve was constructed under his directions and called by him a 
" Photron." Ho not only employed the valve as a detector but by 
the use of two or more valves he obtained amplification of the high 
frequency oscillations set up in the receiver circuits by the ether 
waves. In the previous Chapter it has been shown that a valve 
will function as a detector at a point near the lower bend of its 
plate current curve. To attain this point for any given plate 
potential a certain negative potential must be applied to the grid 
by means of a battery or potentiometer in series with it ; the higher 
the plate potential the greater must be the negative grid potential. 

Again a valve will function as a detector at the saturation 
bend of its plate current -curve ; in order that the plate current 
should not be excessive at this point a moderate plate potential 
is applied, and the filament temperature lowered. The grid should 
be connected through the oscillating circuit to the lowest potential 
end of the filament, and the only adjustment required is a rheostat 
in series with the filament. The resistance is increased and the 
filament temperature lowered until the saturation bend of the 
plate current curve exists at the fixed grid potential as shown at 
point Ai in Pig. 7. This method is not generally adopted because 
the steady value of plate circuit current, when no signals are 
coming in, is higher than that at the lower bond of the curve. 

80 far we have not considered any action of the grid current 
curve ; a French valve is rarely made to function at either bend 
of its curve but at the point where the action of tho grid current 
comes into service. Referring again to Fig. 10, suppose the negative 
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grid potentiarl is adjusted to such a value that the valve is 
fanctioaing at the point A on its plate current curve. At this 
point the curve is practically a straight sloping line, at an angle 
of 45 degrees to both ordinates, hence small oscillations of grid 
potential will cause corresponding oscillations of plate current, but 
these will be eijual on both sides of A and the mean value of current 
will not vary. Thus there is no rectifying effect, and for high 
frequency oscillations, or pulses, no sound will be heard in the 
telephone receivers. The grid is still at a negative potential of 
such a value that there is no current to the grid from the filament. 

Bat let the grid potential be adjusted to about — 4*2 volts, 
where it is still entirely negative with respect to the filament and 
just beyond the point at which current starts in the grid circuit. 
The corresponding plate current is shown at D in Fig. 10 ; the 
curve here is Bteeper than at B, and at first sight it would seem 
as if oscillations of grid potential would now cause larger oscillations 
of plate current than before, but without changing the mean value 
of the current. However this is where the action of the grid current 
mast be coneidered. For negative halves of osciUations of grid 
potential, i.e. to the left of D, the curve shows how the plate 
current falls, but when positive halves of oscillations act in the 
grid (»rouit, tending to bring the grid beyond — 4 volts to the right, 
a grid current flows, i.e. electrons flow to the grid, charging it 
negatively, or wiping out the effect of the positive potential pulse. 
Thus the grid potential does not rise above - 4 volts, the plate 
current does not rise above D, and therefore received oscillations 
cause the plate current to oscillate downwards below D but not 
above it, i.e. the mean value of the current is reduced, and thus 
telephonic pulses formed. 

Another way of considering the effect is to say that "to negative 
halves of osciUations the resistance of the grid-filament circuit 
is infinite and no current flows through it, but for positive halves 
the resistance breaks down to something between 10,000 and 30,000 
ohms and a current flows, damping out these halves of oscillations. 

The variation of mean current at D will be greater than at B, 
because the curve is steeper at this point, hence the valve acts 
here as a more sensitive or relaying detector ; it ia evident also 
that the valve acts aa a potential operated device, hence, to obtain 
the best results, capacity effects must be kept small in the 
receiver circuit connected across the grid-filament of the valve. 

To sum up, the valve will act as a relay-detector at B, or at 
the saturation bend of its curve ; it will give better results as a 
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relay-detector at D, where the effect of grid current can be 
employed ; at any point on the sbpe of its curve not too near the 
bends it will act as a relay of oscillating or pnlsing currents, and 
the point chosen for this purpose shoald be as low down on the 
curve as possible to economise plate battery current. 

By connecting a small condenser in series with the grid it is 
possible to make the valve function as a detector-relay and in this 




ease the signals wilt be stronger than when a grid battery or 
potentiometer is employed. 

Referring to Fig. 14 (a) a small condenser is shown in series 
with the grid, and the negative terminal of the filament battery 
is coimected through the tuning inductance to earth. One end 
of the filament is now at + 4 volts potential, the other end is at 
zero potential, as also is the grid, so that no part of the filament 
is at a lower potential than the grid, and the valve is functioning 
at a point corresponding to D in Fig. 10, where any increase of 
grid potential will start a grid current. 

In Fig. 14 {b) the potential gradients ace slightly different 
since an aerial tuning condenser is used ; one end of the filament 
and with it one side of the grid condenser is now at + 2 volts, the 
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other side of the condenser and the grid is at — 2 volts. From the 
gradients shown at the bottom of the Figure it is seen that again 
no part of the filament is below the grid in potential, and that 
the valve is functioning at point D on the curve of Fig. 10. 

In either case suppose a train of ether waves sets up oscillations 
of potential in the receiver coil, each train of waves representing 
a. spark at the transmitter. The oscillations of potential will be 
acting in the grid circuit. Suppose the first half of the first 
oscillation tends to raise the grid potential above the point D in 
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Pig. 10 ; a current flows in the grid circuit, i.e, electrons flow 
to the grid, charging it more negatively and wiping out the positive 
influence of the half oscillation. Owing to the condenser the charge 
remains on the grid ; when, therefore, the positive halt oscillation 
dies away the grid potential falls to the left of D. The second half 
of the first oscillation tends to make the grid negative ; daring it- 
the grid potential swings more to the left and comes back again as 
the half oscillation dies away. The next half oscillation is again 
positive ; it may be larger than the first but again cannot raise the 
grid potential beyond D, as any tendency to do so only draws more 
electrons to the grid to charge it more negatively. Thns, as shown 
in fig. 15, during the first few OBcillatioos the mean value of grid 
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potential actually falls, but as the oscillatiotiB in the train die away 
the grid potential riaes again owing to leakage of its charge. The 
changes of grid potential is accompanied by corresponding changes 
in the plate current, giving, at each train of waves, a pulse down- 
wards which actuates the telephone diaphragms. 

It is difficult to find an analogy for tMs action, but the following 
may serve : — 




w 



(7) 



Suppose that we have a..small vessel fiUed with water just up 
to a hole in the side, as in Fig. 16 (1) at a, and let us consider the 

pressure of water on the bottom at b if an attempt is made to 
raise and lower this pressure by oscillatmg the vessel. When the 
vessel is tilted over so as to increase the pressure. Fig. 16 (2), water 
rims out of the hole and the pressure is not increased. (This 
corresponds to a negative charge flowing to the grid when its 
potential tends to rise above D in Fig. 10.) When the vessel 
returns to normal, as at 16 (3), the pressure at b is less than it 
was before ; on swinging it to the other side, 16 (4), the pressure 
at b decreases, but comes dp again when it returns to the normal, 
16 (5). On swinging it again to the right, 16 (6), if this oscillation 
is greater than the first more water spills out, and on returning to 
the normal, 16 (7), the pressure at b is less than ever. If the 
.oscillations now get smaller and die away the pressure at b 
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oscillates, but if at the same time water leaks back into the vessel 
it quickly rises to the initial value, during the fading out of the 
oscillatiojis. Iq much the same way the negative potential of .the 
grid of a valve, connected as in Fig. 14, will increase when oscil- 
lations are impressed on it, but will rise again to normal owing to 
leakage as the oscillations die away. 

The grid condenser must be very small so that it will rapidly 
attain a negative potential of (— 4 — e) volte, where e is the maxi- 
mum oscillation of potential, just as the pressure changes for small 
oscillations of the water vessel will be greater the smaller the vessel. 

The action above described presupposes that the extra charge 
on the grid will leak off during the damping of the osciUations due 
to a wave train, and that the grid will have returned to its normal 
potential before the next train arrives. If the condenser plates 
are well insulated this leakage will not occur with sufficient rapidity, 
so that it is generally neceBsarj to shunt the condenser with a 
leakage path of high resistance, whose value will depend upon the 
size of the condenser, as shown later. 

If a suitable leak were not provided strong discharges, such 
as atmospherics, would bring the negative potential of the grid 
to such a value that the plate current would be reduced to zero ; 
the valve would then be paralysed and remain so until the slow 
leakage from the grid brought it back to its normal potential. 
In this paralysed condition the negative grid repels electrons, so 
thiCt those emitted from the filament build up a negative field 
between it and the grid, or return again to the filament, and none 
pass to the plate. 

It is easily recognised that when a grid condenser is employed 
the sensitiveness of the arrangement, as a detector-relay, greatly 
depends on the proper design of condenser and leak shunt ; also 
on the assembly of connecting wires, etc., so that no other uncalcu- 
lated capacity effect comes into action. A leaky grid condenser 
may be used with gas, or soft vacuum, valves, and it may be noted 
that, in these, positive ionisation helps to prevent an accumulation 
of negative potential on the grid so that a leak may not benecessary. 

When a series grid condenser is employed the reactance of Ote 
condenser should he less Oian the apparent resistance between the 
grid and filament in Vie v(dve itself ; under reception conditions 
this resistance is of the order of 200,000 ohms. Now condenser 

reactance equals-— =^, hence the smaller the condenser the greater 

its reactance. Also it is seen that the reactance will increase with 
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the frequency ; it ia therefore higher, and the valve detector is 
leaa sensitive, for short wave working than for long wave working. 
Another consideration as regards the size of the series grid condenser 
is that it should be very much greater ihan the capacity effect in 
the volv^ itself, otherwise potential variations will not be trans- 
mitted by it to the grid with full effect. The grid capacity effect 
in a French valve under reception conditions is of the order of 
0000015 mfd. 

On the other hand the aeries grid condenser must not be too 
large, hecauae the oscillations would not then have a great effect 
on its potential. Its size, within the limits pointed out above, 
should really depend on the amplitude of the oscillations, i.e. on 
the strength of signals. The French military authorities have 
used a capacity of 0'00004 mfd., but for all round workmg the 
author has found that O'OOOS mfd. is a suitable value. 

The value of the leak resistance will depend upon the capacity 
of the condenser which it shunts. It is necessary that the high 
frequency oscillating currents should flow through the condenser 
rather than through the leak, therefore the reactance of the 
condenser in ohms should he small compared to the resistance 
of the path shunted across it. For example suppose signals on 
600 metres wave length are to be received and that the grid con- 
denseris 0*0003 mfd. The reactance of the condenser path to the 
oscillations is : — 

1 1x108 10000 ,,,, , 

2^ = 6-28 X 500000 X 00003 9"="^^ ^'^"^^ *PP""'- 

This is therefore small compared to the shunt of 3 megohms across 
the condenser. 

Even if the condenser is only 0"00005 mfd,, the reactance 
is of the order of 6666 ohms to oscillations at a frequency of 500,000 
and a leak shunt of 4 megohms is still suitable. 

Let us return for a moment to the use of a valve as a 
detector without a series grid condenser, and study the relation 
between the strength of the signals and the amplitude of the 
oscillations set up by the received energy in the aerial, or tuned 
circuit, to which the valve is applied. It haa already been pointed 
out in Chapter II. that if the characteristic curve of a hard valve 
ia drawn, and measurements made of the values of plate current 
increases corresponding to grid potential increases, starting from- 
a point near the bend of the curve, it will be found that the changes 
of current are nearly proportional to the squares of the ohangea 
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of the grid potentiai. Thus the valve ia, like the crystal detector, 
a potential operated device, and the Btrength of the signals is 
proportional to the square of the oscillation amplitude. 

Ferhap this can be shown more clearly if the question is 
dealt with mathematically. Let the grid be at an initial potential 
V and the corresponding plate current i, the latter being the steady 
current in the plate circnit vrhen no signals are arriving. The 
equation of the curve at this point can be written i ^/(p) . When 
signals arrive very small oscillations of increase and decrease of 
grid potential occur ; let the maximum oscillation value in the 
positive direction be dp, and the corresponding increase of plate 
current be di. Then i -\- di = f(v -{- dv). Expanding the right- 
hand side of this equation to three terms we have : — 

But i ^/(«), therefore : — 



Now d(t>) represents an oscillating voltage so that its mean 
di>^ 
value is zero, whereas -^ is always positive. Therefore the mean 

value of the change of plate current (di) is determined by the mean 

dv^ 
value of -^/'(p), which depends on the square of the amphtude 

of oscillation. 



maximum ; this will occur not at the bend of the curve but at 
the point where the tangent is most inclined to the horizontal, i.e. 
where the rise of the curve is steepest. 

When the valve is made to function as a detector near the bend 
of the grid current characteristic curve, having a leaky condenser 
in series with the grid, it can be shown by methods similar to those 
given above that the strength of the signals is proportional to the 
square of the amplitude of oscillation. 

As a matter of fact when a high resistance, shunted by a small 
condenser, is connected in series in the grid circuit it is not 
generally the case that the valve is functioning just at the 
point at whicb the grid current is zero, nor is it necessary that 
it should be so. 



DigiLizedbyGoOglc 



VALVE DETECTORS AND DETECTOR-RELAYS 47 

Let us consider the matter in this way : Suppoae that the 
filameat has 4 volts appHed to it and that the grid is connected 
throngh a high resistance to the positive end of it. The grid will 
be higher in potential than the negative end of the filament and 
therefore some electrons will flow to the grid. If the high resistance 
is r and the grid current is C, the volts used up in the high resistance 
is Cgi" and the grid potential is 4 — C^r compared to the negative 
end of the filament. The valve is now functioning at some point 
E in Fig. 10, where a small current is flowing in the grid circuit, as 
well as the current in the plate circuit. Oscillations of potential 
in the receiver circuit, to which the grid and filament are connected, 
will be transmitted through the small condenser to the grid. 
Positive pulses of potential will draw extra electrons to the grid, 
negative pulses will not ; the extra charges on the grid will leak 
through the high resistance increasing the value of GjT; therefore 
the grid potential (4 ■ — C^) is reduced causing a pulse of reduction 
of plate current and signals in the telephones. As soon as the 
extra charge has leaked off through the resistance the grid returns 
to its normal potential, and for spark signals the resistance should 
be of such a value that this can take place during the interval 
between sparks. 

Even when a small grid current is flowing, under the conditions 
described above, the grid circuit of a French valve has a resistance 
of the order of 200,000 ohms, so that it will have little damping 
effect on the oscillating circuit and tuning is sharp. When used as a 
detector the plate circuit, has a resistance of 20,000-25,000 ohms, 
hence the impedance of the telephone receivers, or the telephone 
transformer coil, connected in series with it should have an 
impedance of this order at a frequency of 600-1000. 

For reasons which will be explained presently it would be 
better not to connect the telephone receivers directly in series in 
the plate circuit, but to connect them to this circuit through the 
medium of a telephone transformer ; also to shunt the primary of 
this transformer and the H.T. battery by a small blocking 
condenser. With these modifications the circuit of Fig. 9 becomes 
that shown in Fig, 17, where PS is the telephone transformer, and 
K is a blocking condenser shunting the primary, P, of this trans- 
former and the H.T. battery in series. 

As regards the advantages of usmg a telephone transformer 
it may be recalled that there is always a steady value of plate 
circuit current when signals are not arriving, and if the telephone 
receivers are connected directly in the plate circuit this current 
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will flow through them. Such an arrangement haB three obvious 
disadvantages. In the first place since the receivers must be high 
resistance ones the insulation of the receiver coils will be very 
ligjit, and the comparatively high potentials employed in the 
plate circuit are liable to break down this insulation, especially 
when the receivers are damp. They always do become damp from 
condensation when worn for any length of time. Secondly, 
telephone receivers have a distinct polarity since their coils are 
wound on the poles of permanent magnets ; hence, if due attention 
is not paid to this polarity when connecting the receivers to the 
plate circuit, the steady current Sowing in the plate circuit may be 
demagnetising the receivers all the time they are connected up. 




If the receivers are connected to the secondary of a telephone 
transformer this cannot happen, since a steady current in the 
primary gives no induction and a current will flow in the secondary 
circuit only when pulses of primary current occur, i.e. only when 
signals arrive. Lastly, if the receivers are connected directly in 
the plate circuit, as shown in Fig. 9, it is evident that if a metal 
headboard is employed this will be earthed throagh the operator 
who wears them ; when the insulation is weak, as it is liable to 
be when damp, this may seriously interfere with the potential 
gradient between the plate and the filament. 

Even if the telephone receivers are connected into the circuit 
with correct polarity the steady current which flows through their 
coils may have the effect of decreasing their sensitivity. Let us 
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consider why the telephone coils are wound on the poles of a 
permanent magnet. If Mj ^ magnetic flux due to the permanent 
magnet, and Mg sin pt = flux due to a pulsating current in the coils 
at any instant, the effect on the diaphragms is proportional to 
(Ml + Ma sin pi)* = Mi^ + aMiMasin j»i +M3a ainptK Neglecting 
the last term as being very small we see that the portion of the force 
on the diaphragms which is changeable, and causes them to vibrate, 
is 2MiMg sin pt, i.e. it is proportional to Mp Thia ia true only 
for small displacements of the diaphragm and only up to a certain 
point ; the effect cannot be increaaed indefinitely by increasing 
Ml since the diaphragm may soon become saturated. If there 
is a steady current in the coils it may increase the magnetic flux 
due to the permanent magnet so that the diaphragm may be satu- 
rated ; under these conditions they will not respond readily to 
small changea of magnetic flux caused by pulaes in the current. ' 

From insulation considerations it ia always best to take the 
precaution when connecting up the plate circuit to join the plate 
directly to the + pole of the H.T, battery, and then connect any 
auxihary apparatus which may be included in the circuit, such 
as a telephone transformer, between the H.T. battery and the 
filament. It is usual to take advantage of the use of a telephone 
transformer so as to have a step-down ratio from primary to 
secondary, enabling us to use 60 ohm, or low resistance, telephone 
receivers instead of the 4000 or 8000 ohm ones. The low resistance 
receivers ^e not so mechanically delicate and not so expensive 
as the high resistance ones, but whether it ia an advantage to use 
such a large step-down ratio must depend on the relative electrical 
sensitiveness of high and low resistance receivers. It the telephone 
receivers are connected directly in the plate circuit then they 
must be of high impedance, since the reaistance of the valve 
between plate and filament under reception conditions is of the 
order 20,000-30,000 ohms and the current ofEects very small. 

As regards the blocking condenser K, if Figs. 11 and IS are 
referred to it will be seen that the high frequency oacillationa of 
grid potential produce corresponding oscillations in the plate 
current. These oscillations can have no effect on the vibrations 
of the receiver diaphragms since they are of high frequency. It 
may be thought that the high impedance to oscillating currents 
of the receiver coils, or the telephone transformer primary as the 
case may be, would damp out these small oscillations. While 
not entirely so this is the case to a large extent ; if it is desired to 
have the high frequency oscillations freely reproduced in the 
VOL. II. G 
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plate circuit current a path of low impedance must be provided for 
them. This is conveniently dttoe by "putting a small condenser 
(say 0002 mfd.) as a shunt across the high impedance portion of 
the cu:ciiit ; the main pulses of plate current will now go through 
the battery and primary of the telephone transformer, while the 
high frequency pulses will go through the condenser ; both 
combining in all other parts of the circuit. 

The reactance of a condenser to oscillating currents is n3ft> 

ohms, where/ = the oscillation frequency, K the capacity in farads, 
and TT = 3'14.. As an example suppose that signals on 600 metres 
wave length are bemg received ; A x / = 800,000,000, therefore/ in 
this case = 500,000, If the condenser is 0'004 mfd. its reaofance 

10^ 
to the oscillations = — -r = 80 ohms approximately. 

* b*t> X oUU,UUU^X 4 

But if the spark rate is 500 per second, the ptdse frequency in the 
receiver is 500 and the reactance of the condenser to the pulses is 

10^ 

— - — *— -=80,000 ohms. Thus the oscillations pass easily 

6-3 X 500 X 4 ' '^ ' 

through the condenser while the pulses meet with a high resistance. 
The reactance of a coil to oscillating currents is approximately 
2ti/L ohms, and it is easily seen that this is less for low frequency 
pulses than for high frequency oscillations, so that the pulses can 
pass more easily through the primary of the telephone transformer 
than through the condenser. 

The condenser is usually made of copper or tin foil sheets 
separated by thin mica dielectrioi the whole being firmly clamped 
by screws between ebonite sheets. Apart from the fact that it 
serves to conduct, or by-pass, the high frequency oscillations in the 
plate circuit current, it will act also in the usual manner of a 
blocking condenser to improve the note in the telephones. 

The grid condenser can be conveniently made with 9 strips 
of copper or tinfoil. If" x |" each, separated from each other by 
11 mica sheets, 1|" X 1" and 0-004" thick, alternate plates being 
connected together. This will form a condenser of about 0*0008 
microfarad capacity ; preferably the whole should be held firmly 
between two metal or ebonit^ plates screwed together, so that the 
capacity is not likely to change owing to a -variation" in the 
distance between the plates. 

The leak across the eondehser can be made by having a thick 
line of Indian or Chinese ink x>n a strip of paper, the ends of which 
are clamped between two metal plates or terminals ; the paper 
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can be cut to a breadth and size to give the necessary resiatance, 
i.e. from 2 to 3 megohms, and the whole enclosed in a block of 
~ paraffin wax. Another method is to scratch a deep line on a piece 
of ebonite with a knife, about 2|" long, and then draw a pencil 
mark with a hard graphite pencil on the line, thickening it until 
the desired resistance is obtained. This should be covered with 
another sheet of ebonite, screwed down, and the whole made 
watertight by painting the edges with melted paraffin wax. This 
method is crude and the resistance is likely to change with moisture, 
vibration, etc. ; a better method is to use platinised glass, i.e. glass 
on which a very thin coating of platinum has been deposited by 
an electrolytic process. The French have used a grid condenser as 




small as 0-000002 mtd. with a leak of 1 megohm, but in the author's 
experience, especially with the valve giving high frequency ampHfi- 
cation, as described in the next chapter, the best values are about 
O'OOOS mf d. and 3 megohms respectively. The leaky grid condenser 
may be connected anywhere in the grid filament circuit, that is 
to say in Fig. 17 it may be connected in the lead which connects 
the bottom of the aerial tuning coil to the filament. 

As it functions by very small potential effects it must be 
carefully insulated, and not fixed near moving conductors such 
as the hand of the operator. 

The valve may be used as a detector across a coupled secondary 
circuit instead of across the aerial inductance, in which case the 
connections will be as shown in Fig. 18. 
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Fig, 19 shows one method employed by the Marconi Company 
lor using a small ." Q " valve as a detector ; the " Q " valve, 
designed by Bound, is described in Chapter VI. The apparatus" 
shown can be mounted on a slab, and the terminals Ti, Tg, con- 
nected across the wireless receiver circait. The necessary grid 
potential is obtained by means of the potentiometer, and there 
is also a rhe(»tat ior controlling the filament heating, and tappings 
on the 150 volt battery so that the adjustment of the valve to 
function at a proper rectifying point can be made with great , 
^j accuracy. The" Q" valve, 
though small, has a curve 
which rises comparatively 
steeply from its critical 
pomt when 150 volts are 
applied to the plate, so that 
it is quite a good detector. 
The telephone receivers 
can be connected to the 
terminals T3, Tj, of the 
step-down transformer, but 
Fig. 19. if it is desired to have low 

frequency amphfication the 
terminals 'S^, Te, are connected across the grid-filament of the 
first valve of a low frequency amplifier, and the receivers 
cotmected to the proper terminals on the latter. 




QUESTIONS ON CHAPTER lU. 

i. Compare valve and crystal detectors as renards their dumping effect on the 
uacillatioiiB. On what docs the damping effect of a valve depend T 

2. Wliat are the disadvant^ee of soft vacuum valves ! 

3. Describe shortly hxtvi a valve nay be made to function as a detector at either 
of three points on its chaiacteriatio curve. Which point will give the meet efficient 
results ! 

4. Why are the email coila in a telephone receiver wound on the poles of a 
permanent magnet and not on an ordinary soft iron core f 

5. What are the advantages of using a telephone transformer IQ a valve 

6. If the telephone transformer, is shunted by a condenBer why do not the 
current pulses go through the condenser rather than through the transformer f 

7. What are the considerations on which the si7.e of a series giid condenser is 

8. If a series grid condenser is used with a valve how does this eSect the 
plate current curve i Can the plate current now rise to ordinary valuee of satu- 
ration T If not on what does its value depend I 

9. If a valve rectifies well with zero pot«tit>al on the grid and no series grid 
condenser what does this demonetmle concerning {a) its plate current characteristic, 
(i) its design 1 
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in the A.T.I, by the ether waves ; these act on the grid of the valve 
and cause oscillations of the current in the plate circuit ; the 
latter flowing in the reaction coil B induce oscillating potentials . 
in the A.T.I, which amplify the oscillating effect already induced in 
it by the ether waves. With this arrangement it is possible to 
receive signals over long ranges which would be inaudible if the 
ether waves alone were relied npon to set up oscillations of the 
grid potential of the valve. 

The coil B is generally called a reaction coil, and care must be 
taken that it is turned the right way round to the A.T.I., otherwise 




FiQ. 20. 



the oscillations in the plate circuit will directly oppose the effects 
of the ether waves on the A.T.I, and the signals will be wiped out. 
Generally the couphng of B with the A.T.I, is adjustable so that 
the amplifying effects produced by it can be varied. 

Since the amplitude ol the high frequency oscillations is 
increased by this means it is generally termed High Frequency 
Amplihoation. It is also to be noted that since the amplitudes 
of the oscillations are increased they will persist longer in the 
receiver aerial ; that is to say there will be more oscillations per 
wave train and the damping is decreased. 
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One of the earliest and best examples of high frequency amplifi- 
cation was the now famous No. 16 Circuit (adopted by Bound for 
use with hissoft vacuum valve) ; this circuit is extensively employed 
,1^ the Marconi Company and others. In it the valve is used to 
amplify the high frequency oscillations but does not rectify ; 
while it may set up low frequency pulses to some extent, the 
main rectifying effects are obtained by the usual combination 
of carborundum detector and potentiometer. 

The circuit is as shown in Fig. 21 ; the battery which heats 
the filament also supplies voltage across the grid potentiometer, to 




which the grid is connected through the A.T.I. and coupling coil B. 
, The potential of the grid with respect to the filament can be 
adjusted by means of the potentiometer, GP, to give best results. 
The plate-filament circuit includes the closed circuit inductance, 
C.C.I., in series with the high tension battery, B, and a high resis- 
tance, T, of 2000 to 4000 ohms. This resistance is necessary with 
Bound's soft vacuum valve in order to limit the value of plate 
eurrent, which would otherwise become excessive when, for any 
reason such as overheating, the vacuam of the valve is too soft. 
-A condenser, K, provides a path of low impedance for small 
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high fieqaency oscillations of current in the plate circuit. When a 
train of ether waves acts on the aerial circuit it induces oscillating 
potentials in the A.T.I. coil, and therefore osciiiating potentials on 
the grid of the valve. This sets up corresponding oscillations in 
the plate-filament current which flows through the C.C.I, coil. The 
oscillating energy in C.C.I, induces into the coupling coil E so that 
some of it is transferred into the aerial circuit, to amplify there the 
effects of the ether wave train. In other words some of the energy 
of the battery B is turned into oscillating enei^, and put into the 
aerial circuit to augment the oscillations set up in it by the energy 
transmitted through the ether. The result is a greater oscillating 
effect on the grid potential and, therefore, a greater effect in the 
closed tuned circuit C.C.I, and C.C.K. The current in the closed 
circuit is then rectified by the crystal detector in the usual manner 
and discharged through the primary of the telephone transformer. 
It may be noted that if the valve V, with its batteries and potentio- 
meter, is not in use the circuit becomes an ordinary crystal 
receiver circuit, the coil R acting as a coupling between the aerial 
and closed circuits. 

The connections shown in Fig. 21 give whftt ia sometimes 
called " Single Magnification " ; by the introduction of a second 
telephone transformer it is possible to obtain " Double Magnifi- 
cation " — that is to say the valve is employed to amplify the low 
frequency pulses as well as the high frequency oscillations. Though 
not purely high frequency amphfication the " Double Magnifi- 
cation " connections will be described here, as it is interesting to 
compare them with Fig. 21. They are shown in Fig. 22, and it 
will be seen that the secondary of the original telephone transformer 
T is now connected in the grid circuit at X (as shown by the dotted 
lines), whilst the telephone receivers are joined through a telephone 
transformer in the plate circuit at Y. 

As before, when ether wave trains act on the aerial circuit pulses 
of current are set up in the plate-filament current of the valve 
at the wave train, or spark, frequency ; on these are superimposed 
oscillations at exactly the frequency of the ether waves. The 
superimposed oscillations flow through the tuned circuit on 
the plate, and are made to react back, or impart energy, through the 
coil S, into the aerial circuit, thus amplifying and augmenting the 
oscillations set up in the latter by the ether waves. The larger low 
frequency pulses in the plate circuit current are rectified by the 
detector and pass through the transformer T, to be transferred 
back to the grid circuit ; the resulting pulses of grid potential 



DigiLizedbyGoOglc 



HIGH FREQUENCY AMPLIFICATION 57 

cause a corresponding amplification of the filament-plate current 
pulses which act through the telephone receivers at Y. 

It may be noted here that the hard vacuum French valve is 
not as good as the Bound valve lor work on a double magnification 
circait of this description. 

In Chapter II it has been remarked that Armstrong was one 
of the first to use hard valves, aijd to make the valves carry out all 
the fattctiona of a detector-amplifier-relay without the help 
of a crystal detector. One of his earliest methods is shown in 




Fig. 28. The grid and filament are connected across the closed 
circuit of the wireless receiver, the grid having a smalt condenser, 
Ci, in series with it. The plate-filament circuit contains a reaction 
coil, L2, which is coupled to a portion (Li) of the inductance in the 
receiver closed circuit. The high resistance telephone receivers, 
T, are shunted by a condenser, Cj, which provides a path for the 
high frequency oscillations set up ia the plate circuit. These 
oscillations flow through Lg and react back into the receiver circuits 
through Lj. The closed circuit could be omitted if desired, and the 
coil L2 made to react into a portion, or the whole, of the aerial 
tuning inductance, across which the grid and filament would then 
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be oonneeted. The arrangement would be improved by having 
a high resistance leak across the grid condenser Ci ; also by 
making the condenser Og shunt the H.T. battery as well as the 
telephone receivers. It would be better also to rearrange the plate 
circuit 30 that the sequence is plate, reaction coil (L2), H.T. battery, 
receivers, filament, instead of having it as shown with the reaction 
coil in the lowest potential part of the circuit. Lastly the telephone 
receivers should not be connected directly in the plate circuit but 
through the medium of a telephone transformer (preferably a 




step-down transformer so that low resistance telephones may be 
used), for reasons already explained. 

Before proceeding further a comparison of Bound's No. 16 
Circuit with that of Armstrong will show that in the latter all 
troubles with poor crystals and crystal detector adjustments are 
avoided. The hard vacuum valve when properly adjusted for 
sensitive working gives no trouble, and its life is very long. But, 
as already discussed, a valve may not be as good a rectifier as a 
good crystal combination, therefore the No. 16 Circuit is likely to 
give stronger signals than any circuit in which a valve alone is used 
to rectify and give amplification effects at the same time. Also the 
good results obtained with a Bound valve on a No. 16 Circuit 
are largely due to the fact that the soft valve, when properly 
adjusted, has a steep characteristic and amplifies well, and since 
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it is not required to rectify it can be used on that portion of its 
characteristic curve where the ampUfying properties are best. 

It is equally true that if a hard valve, such as the French valve, 
is used OD a No. 16 Circuit stronger signals will be obtained than 
if tha valve were used alone, provided the crystal detector is good 
and properly adjusted. At the same time a method which provides 
for the elimination of all crystal and potentiometer trouble is a 
distinct advance, especially as the strength of signals can be easily 
brought up by means of valve amphfiers. A circuit similar to 
that shown in Fig. 23 was patented by Bound in 1918, but was not 
used by him at that time, probably because the Bound soft vacuum 
valve gave better results with a No, 16 Circuit, In Bound's 
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patent of 1913 a variable condenser was connected across the 
reaction coil in the plate circuit so that this could be tuned to the 
frequency of the oscillations, thus increasing the amphfying 
effects. 

The connections of a receiver in which either a valve or crystal 
detector can be used are shown in Pig. 24 ; this receiver was 
designed to work on wave lengths up to 700 metres, with an aerial 
from 60 to 120 metres long. 

A change-over switch is provided for " Stand By " or " Tune " 
connections, and either the Perikon or the carbornndum detector 
can be employed with high resistance telephones connected to the 
terminals marked Tj. If it is desired to use the valve the detector 
switch is put to the valve contacts and a pair of 60-olmi telephone 
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receivers connected to the terminals marked T^ — which are reserved 
for the valve circuit. The valve filament is connected to a 4-volt 
battery direct ; the grid condenser is 0'0004 mfd. with a 3-megohm 
leak across it. The reactance coil, E, is of spherical shape 2f' 
diameter, fitting into, and half enclosed by, wie end of the aerial 
tmiing inductance coil, and wound with 100 turns of No. 26 D.S.C. 
copper wire ; the coil can be rotated through 180° and carries a 
pomter on its spindle to show the degree of reaction couphog on 
the top of the receiver. 

The telephone transformer is the standard Marconi military 
pattern type ; tho shunt condenser across the transfoimer and 
the high tension battery has a capacity of 0'002 mfd. 

To use tho valve the circuit switch on the tuner is put to 
" Stand By," and the detector switch in the valve contacts ; a 
4-volt battery is connected to the filament terminals and & high 
tension battery to the H.T. terminals — care being taken that both 
are connected np with proper polarity. About 50 volts from the 
H.T. should be plugged in and the aerial circuit tuned in the 
ordinary way until signals are heard. 

The reaction coil should then be rotateduntil a position for it 
is found at which the signals are at a maximum without losing 
the quality of the note. This position should be noted as it will 
always be approximately the best adjustment of the reactance coil. 
If desired the tuner switch can now be turned to " Tune " and 
the closed circuit used in the ordinary way. 

A valve on a reaction receiver circuit is most sensitive when it 
is just on the point of generating oscillations; this^can be determined 
by moving the aerial inductance switch across its stnds, when, 
if the valve is oscillating, famt chcks will be heard as the switch 
passes from stud to stud. If those clicks are not heard the 
reactance coupling should bo increased, while if the clicka are strong 
the coupling should be loosened, or the plate potential decreased 
until they are just discernible. If a milhammeter is included in 
the plato circuit, it will show a decrease of plate current when the 
- valve starts oscillating with an increase of reaction coupling. 
This is due to a fall of grid potential when the oscillations allow 
electrons to flow to the grid, charging it negatively. In the 
telephone receiver a dull click is heard when the reaction coupling 
is such that oscillations are started in tho valve. The best method 
of adjustment is by received signals, either from a distant station 
or from a wavemeter buzzer. 

The received signals will increase in strength as the reactance 
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is increased, but beyond a certain value of reaction coupling it 
will be found that whilst the signals increase in loudness they lose 
the quality of the transmitted note and become harsh and 
crackling. In such circumstances it is impossible, for instance, to 
distinguish the note as that of a German, French, or British station. 
The reason is that the reaction between plate and grid circuit ia too 
great, the valve is generating oscillations, and the low harsh note 
is caused by beat effects between the two sets of oscillations, — those 
set up by the ether waves and those generated by the valve itself. 

Spark signals are not carried on one wave length but on a range 
of wave lengths which may be broad or narrow according to the 
sharpness of tuning ; thus oscillations of frequencies above and 
below the main oscillation frequency will be set up in the receiver 
circuit, and each of these combining with the oscillations generated 
in the valve will form a beat or pulse of audible frequency. There- 
fore a number of beats are set up and the result in the telephones 
is a harsh note rather than a pure one. 

This effect of an oscillating valve on received signals is called 
"heterodyning"; to avoid it the reactance should not be so 
tightly coupled that the valve generates oscillations ; that is to say 
adjustment should be made, not for extreme loudness of signals, 
but rather for signals which can be comfortably read without losing 
the quality of their note, so that the nature of the transmitting 
station can be distinguished. The valve as a generator of oscil- 
lations and the formation of " beats " will be more fully dealt with 
in later Chapters. 

It will be found that if the aerial circuit is broken when the 
reaction coil is set at its working position the valve yowls. This 
is because the potential of the grid is oscillating strongly ; it is 
being charged by electrons from the filament which do not leak 
off it with sufficient rapidity, and thus the plate current is reduced 
to zero at anaudible periodicity, causingahigh note in the telephone 
receivers. The same thing will generally occur if the aerial tuning 
condenser is set at a very small value, since this condenser is in 
series with the aerial and setting it at a low value practically breaks 
the aerial circuit. ■ The aerial acts as a condenser across the valve 
circuit and capacity effects always tend to reduce oscillations ; 
thus if the reaction is set so that the valve is just on the pomt of 
oscillating a decrease of capacity effect in its circuit will produce 
strong oscillations. This will be more fully discussed in a subse- 
quent Chapter. 

With the reaction coil coupled to the A.T.I., as shown in Fig. 24, 
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the amplification will be small lor short wave signals, sibce the A.T.I, 
will then be tuned down to a small value and this reduceB the 
coupling effect ; with short waves, therefore, the reaction coil 
should be coupled tighter to the A.T.I, thanrfor longer waves. 

The reaction coil may be put in the grid circuit, the plate 
circuit being connected to the tuned ireceiver circuit as shown in 
Fig. 26. This does not give as good results on spark signals as 
when the plate circuit is reacting. It is however an arrangement 
sometimes adopted for receiving G.W. signals. 

An obvious method of obtaining amplification of weak oscil- 
lations is shown in Fig. 26, and implies the use of two valves in 




The first valve has — 5 volts applied to its grid by means 
of a potentiometer in the grid circuit ; it therefore functions at a 
point on its characteristic curve where the oscillations of grid 
potential are relayed in the plate circuit without being rectified. 
Thus amplified oscillations are obtamed in the plate circuit and 
they will set up strong oscillations of potential across the inductance 
S, which can be tuned to them. The tuned circuit on the plate of 
the first valve is coupled to the first tuned circuit on the grid of the 
first valve through the valve action alone, and the oscillations are 
amplified F times by this coupling — where P is the amplifying 
factor of the valve! 

The oscillations of potential in 8 are then applied to the grid 
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of a second valve, the grid having a leaky condenser in seriea with 
it so that the second valve has about — 4 volts' potential on the 
grid ; it functions at point D in the curve of Fig. 10, therefore 
rectifies and acts as a detector. 

This arrangement is interesting because two valves are carrying 
out different functions, and it explains clearly what is required in 
each case. By a Uttle re-arrangement, with rheostat coil, one 
6-volt battery could be used to light both filaments and supply 
the potential drop in the grid potentiometer of the first valve. 

The first valve will require either fairly high volts, say 75 to 
100, in the plate circuit, or fairly high filament temperature, in 
order to obtain a steep curve so that the amplification of the relayed 
oscillations may be as large as possible. The second valve will 
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not require so high a voltage since it wUl be employed near the 
lower bend of its curve ; one might, however, obtain the proper 
point on a curve by lowering the filament temperature, it by doing 
so we get the grid at the corresponding correct negative potential 
to give rectification. Thus a good adjustment would be to have 
about 4 volts on the filament of the second valve, therefore its 
grid will be at — 4 volts ; adjust the H.T. battery volts to best 
rectifying value and then increase the voltage on the first filament 
to give a maximum amplification. By this means one L.T. and 
one H.T. battery will serve for both valves. The condensei^ of 
the two tuned circuits can be geared together and adjusted so that 
the tuning of the two circuits can be done simultanously by the 
movement of one handle. 

The Wireless Telegraphy Company in Berlin has recently 
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taken out a patent for a valve receiver circuit, shown in Pig. 27, 
If this is compared with Bound's No. 16 Circuit (Fig. 21) it will be 
seen that they are identical in principle. In these connections the 
plate circuit is magnetically coupled to the receiver closed circuit 
by means of a coil A, whereas in the Bound connection it is direct 
coupled ; also here the grid circuit is inductively acted upon by 
the closed circuit through coil B instead of being joined directly 
across the aerial inductance. There appears to be nothing to gain 
by so much inductive coupling, and it certainly su^ests a loss of 
efficiency, not only in the resistance of an extra coil but also in 



preferable to have the coupling 




Fig. 27. 



between coil B and the closed circuit fixed, and vary the reaction 
effects by having a variable coupling only at A. The advantages 
claimed for this circuit are, first, there is no direct connection 
between the valve circuit and the receiver circuit, so that beyond 
. the coupling of the coila A and B to the closed circuit inductance 
an existing crystal receiver can be fitted with a valve without 
disturbing it in any way ; secondly, this method of connection 
gives greater selectivity than if the grid circuit were directly 
connected to the receiver closed circuit. The advantage of 
selectivity would, however, be lost if the coupling of coil B were 
fixed. The circuit connections above described are the same as 
those patented by Arco and Meissner in 1914. 

Armstrong described a method of amplifying the oscillations 
by tuning the plate circuit as shown in Fig. 28, The coil L is 
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adjusted to bring the plate circuit into tune with the other circuits, 
and, as usual, when oscillations of grid potential are produced they 
cause oscillation? in the plate circuit current. From the ordinary 
laws of induction if the plata current increases suddenly the 
potential induced in L will oppose the battery potential and vice 
versd. Thus the potentials induced in coil L, alternately aiding 
and opposing the battery volts, will cause oscillations in the 
potential between the plate and filament and, therefore, oscil- 
lations of the grid potential, or an ampHfication of the effects 




primarily set up by the ether wave energy. For long wave lengths 
the coil L may have an adjustable condenser shonted across it. 

There is no reason why this method should not be combined 
with the use of a reaction coil in the plate circuit magnetically 
coupled to the grid circnit ; thus the tuned coil L may be magneti- 
cally coupled to the aerial or closed circuit, as shown in Pig. 29, 
or a combination of coupling and tuning may be adopted, as in 
Fig. 80. 

The circuit shown in Fig. 29 has been tested, and the results 
have shown that there is a decided advantage in tuning the plate 
circuit, provided it is done intelligently. From the explanation 
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given above of the action of coil L it is seen that the condenser 
C( should be kept small in value, while for wave lengths above 600 
metres it is desirable not to put all the plate circuit inductance 
into the reaction coil, but rather to adopt the arrangement shown 
in Fig. 80. 

An interesting circuit, patented by Armstrong in 1914, is shown 
in Fig. 31. The plate circuit contains a reaction coil B, whose 




effect is similar to that of coil L in Fig. 28. In series with this 
reaction coil is a variable condenser Ca shunted by an iron core 
impedance eoil. The plate circuit is coupled to the receiver circuit 
fay the inductance of the telephone receivers with the variable 
condenser Cj in shunt across them. 

The condenser Cj is varied until the oscillations generated 
by the reactions between the valve circuits have a frequency 
slightly different to that of the receiver circuit and, therefore, 
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of the transmitted signals. Thus beats of audible frequency are 
produced and these beats are amplified by the valve and its circuits. 




This method is applicable to C.W. reception as it heterodynes the 
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With one valve connected to provide a reaction effect on the 
i-eceiver circuits it is possible to make signals loud which would 
be just audible with a crystal detector. For the detection of very 
weak signals the practice is tending towards the use of two or more 
valves in cascade rather than a reaction effect from one valve back 
into the receiver circuits. 

We have already seen, that under suitable conditions, high 
frequency oscillations impressed on the grid potential of a valve 
will produce on the plate circuit current corresponding high 
frequency oscillations, together with plate current pulses of low 
or telephonic frequency. By the use of a reaction coil we can 
amphfy both. The question at once arises — shall we connect 
the valves in cascade to amphfy the high frequency oscillations 
or the low frequency pulses ? 

Let us consider the case of signals which are far too weak to 
be detected by a crystal. If a valve is used the oscillations of the 
grid potential will be very small, probably too small to have much 
effect on the plate current, and it is, therefore, better to try to 
amplify the oscillations before amplifying pulses which barely 
exist. After the oscillations have been amplified we can amplify 
the low frequency pulses, as in Round's double magnification 
circuit, or with valves in cascade, and get remarkable results as 
regards strength of signals. 

It would appear better, therefore, in the case of very weak 
signals to connect, say, two valves in cascade in such a way that 
the first.ia used simply to amplify the high frequency oscillations. 
The plate circuit of the first or second of these valves should react 
back into the receiver circuits, for without this we should have no 
advantage over the use of one valve with a reaction coil. More 
than two valves in cascade for this purpose would be unnecessary, 
and would probably give trouble owing to inter-oscillation between 
them. Since the first valve would be used for augmenting oscil- 
lations, it need not rectify, i.e. its grid should have a negative 
potential of, say, 5 volts, obtained by means of a potentiometer, 
not a leaky condenser, so that it works at point B on the curve of 
Fig. 10, The second valve would have a leaky condenser in series 
with the grid to give rectification ; if necessary amphfication of 
the low frequency pulses can then be obtained by any of the 
methods described later. 

A circuit by which high frequency osoillations may be ampli- 
fied with two valves is shown in Fig. 82. The plate circuit of 
the first valve and the grid circuit of the second valve are 
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magnetically coupled, and both should be tuned into resonance 
with the receiver circuit. The capacity effects in Ci and Cg 
should be kept as small as possible, and used only to give fineness 
of tuning. 

One great advantage of this method of ampUtying the 
oacillationa is that, with tuned valve circuits in cascade, very 
sharp selectivity is obtained. This should be especially valu- 
able for working on a fixed wave length, when the con- 
densers Ci and Cj can be set permanently to the best 
adjustment, otherwise proper tuning will require some skill on 
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the part of the operator. A further description of this type 
of circuit will be given in Chapter VII. in connection with H.P. 
Amplifiers. 

A simple method of double magnification is shown in Fig, 33. 
Here the coil R acts as a reaction coil, so that ampUfied oscillations 
in the plate circuit of the valve react back into the grid circui', 
while the low frequency pulses are led back through the valve by 
means of the iron core transformers. Another circuit proposed 
by Round, in which two amphfying valves are employed, is shown 
in Pig. 34. A comparison between this circuit and the comiections 
of the 4- valve amplifier, shown in Fig, 62, will demonstrate that the 
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Bame principles are adopted in both eases. Bound has obtained 
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good results with a high frequency amplifying arrangement of his 
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receiver circuit aa shown in Fig, 35. The coil S was about 20,000 
ohms, wound on an iron core, and the best results were obtained 
with 150 volts in the plate circuit of the last valve, irrespective 
of the design of valve used. The first two valves give high 
frequency amplification, rectification being aided by a proper 
adjustment of plate voltages. 

From time to time various complex amplifying circuits have 
been proposed, but modem practice ia tending towards simplicity 
■of the tuned receiver circuits, the necessary amplification of both 
high and low frequencies being obtained by special amplifying 
apparatus behind the receiver. As already discussed, a valve 
functioning in the region of zero grid potential has very Uttle 
damping effect on the oscillations ; for ordinary purposes a ri 




with two-loose coupled circuits and fitted with a valve reacting 
back into the aerial circuit will give good amplification and fair 
selectivity. The receiver circuits should be tuned by inductance 
steps and the variable condenser across the closed circuit should 
be as small as possible. If very sharp tuning is required, to avoid 
jamming, two valves may be coupled in cascade by tunable circuits 
as in Fig, 32 and this will give an ampUfication of many hundred- 
fold. Further amplification can then be obtained by the use of 
low frequency amplifiers, Instead of two valves in cascade on 
tunable circuits special high frequency amplifiers may be 
connected behind the receiver circuits to produce the same results. 
These instruments will be described in a subsequent Chapter, also 
other valve receiver circuits — specially suitable for the reception 
of C.W. signals. 
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QUESTIONS ON CHAPTER IV. 

1. Draw a diagram showing how a valve may be used to oou^e ao aerial 
oircnit to a tuned secondary circuit, at the same time amplifying the oscillations 
witiiout any reaction effect. 

2. Explain the reepectiye functions of the valve and the or^tal detector in 
Bound's No. 16 Circuit for eingle masniGcation. 

3. What are the advantages and disadvantages of using one valve for both 
rsotification and Gsoillation amplification T 

4. If a valve receiver is fitted with a reaction coil how do yau know when ite 
coupling effect is properly adjusted for receiving spark signals T 

C. If continuous loud whistling noises are heard in the triephones of a valve* 
reoeiveT what is likely to be the fault in the circuit f 

6. What are the advantages and disadvantages of using valves in cascade 
conpled by tuned circuits for H.F. amplification T 

7. On a valve receiver it a noted that if the grid series condenser is small and 
the leak resistance high sharp recurring clicka are heard in the telephone receivers. 
Give an explanation of this. 

5. On a valve receiver with a grid series condonaer of 0'0003 mfd. strong local 
C.W. signals are improved with a leak value of 1 megohm, but weaker C.W. signals 
are beet with a leak value of 3 megohms. Give an explanation of this. 

Q. Why does a change of the value uf the leak across the series grid condenser 
in a French valve receiver generally change the wave length range uf the latter 1 

10. Does the reaction •coupling used in a l''rench valve receiver infiuence the 
values which should i>o chosen for the series grid condenser and for its leak resis- 
tance T 
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CHAPTER V 

THE VALVE AS A GENERATOR OF OSCILLATIONS 

In the previous Chapters it has been shown that oscillations 
impressed on the grid oiicuit of a valve will produce corresponding 
oscillationB in the plate circuit current, provided this is arranged 
to have a low impedance for high frequency currents. These 
oscillations in the plate circuit current can be made to react 
back into the oscillating receiver circuits, and thus amplify the 
ciscillations in the latter. 

By suitable arrangements a valve can be made to generate 
oscillations in its own circuits without any influence external to 




them ; the oscillations thus generated wiU be undamped ; with 
suitably high values of potentials and currents they can be used 
for the transmission of undamped waves, usually called Continuous 
Wave or C.W. Transmission. "Under reception conditions and 
in amplifiers these valve generated oscillations are often present ; 
they have been referred to in connection with the receiver of 
Fig. 24, and we shall now consider the conditions under which 
they are set up. 

Suppose a circuit is made up as in Fig. S6 with a miUiammeter 
73 
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(A,) in the plate circuit and a hot-wire milliammeter (A2) in 
series with the variable condenser Kj across the plate circuit 
inductance AB. 

The valve may be an ordinary French valve, with about 5 
volt3 on the filament and from 300 to 400 volts in the plate circuit. 
The moment the plate circuit is closed by the key its current is 
registered on Aj and if the portions of the coil AB and BC are 

I 



of suitable value a current will be registered on A2- Sifice a 
direct current cannot flow through a condenser, the current 
registered on A^ must be an oscillating one. 

The characteristic curves of the valve for different plate 
potentials are shown in Fig. 37 ; with constant filament tempera- 
ture they will all have the same saturation value except those 
corresponding to plate potentials which are relatively low. 

Let XY be the curve corresponding to the plate potential in 
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use ; the grid being nonnally at zero potential in the connections 
of Fig. 36. When the cireoits of the valve are completed by 
pressing the key a plate current flows and sets up a magnetic 
field in the coil AB ; this magnetic field induces in AB a voltage 
acting against the current so that the current does not rise to 
its normal value (OZ in Pig. 37) instantaneously. The direction 
of this back E.M.F. of inductance ia shown by the dqtted arrow in 
Fig. 36 between A and B, tajdng the direction of current as the 
direction of electron flow from plate through AB to filament. 
The efTect is that the plate voltage is not initially that corresponding 
to the curve XY, but rises from curve to curve, the plate current 
rising with it and tending to attain the Value OZ. At the same 
time the magnetic field in AB interlinks with the turns in BG, 
inducing a voltage in BC in the same direction as that induced 
in AB. This induced voltage in BC is shown by a dotted arrow 
and the signs + and — between B and C in Pig. 86. It will be 
seen that the induced potential in BC makes the grid positive 
with respect to the filament, and because of thia the plate Current 
rises beyond the value corresponding to grid potential to some 
value such as Z^ on the characteristic curve. 

Now when the grid is at positive potential with respect to 
the filament the grid circuit current increases, and the negative 
flow is in the direction shown by the full-line arrow marked C, 
in Pig. 36 ; it is in the same direction as the induced volts in 
BC and in the opptmite direction to the plate current as far as 
the coils are concerned. As it increases this grid current is 
buildmg up a magnetic field in BC which is in opposition to the 
magnetic field set up in BC by the plate current, since the two 
currents are acting in opposition ; eventually the reault of the 
two will be that the magnetic field in BC is reduced to zero, so 
that the induced voltage in BC is wiped out and the grid returns 
lo potential. This tends to make the plate current fall from 
Zi in Fig. 37, but a fall of plate current is accompanied by a 
decreasing magnetic field in the coils, and the action of the reversed 
magnetic field in BC is to induce in it a reversed potential, so that 
the grid becomes negative with respect to the filament. This 
pulls down the plate current so that instead of faUing from Zi to 
Z it falls to a value Z2, corresponding to the negative grid potential. 
Here it is necessary to point out that when the plate current is 
decreasing the magnetic field in AB wiU induce a voltage in it 
acting in the same direction as the battery and not in opposition 
as with an increasing field. That is to say, during the decrease 
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of plate current the plate circuit voltage will be increased by- 
induction, the increase being a maximum when the current is 
falling through its normal value ; thus, referring to Fig. 37, 
during the decrease of plate current the action leaves the curve 
XY, passes successively to higher ones, and returns again. 

When the grid potential is sufficiently negative the grid 
current is zero or very small, BC has no effective magnetic field 
of its own, the magnetic field from AB has died down -with the 
decreasing plate current, and the induced voltage in BO dies out so , 
that the grid returns to potential. The plate current has there- 
fore increased again and the whole sequence of events is repeated. 
Thus under suitable coupling conditions between the coils 
AB and BO the plate 
current does not stay at 
the steady value OZ ; it 
pulsates up and down 
between the values 0|Zi 
and 62^2, i.e. it is a pul- 
sating current of constant 
direction, not quite the 
same as an ordinary alter- 
nating or oscillating cur- 
rent. 

It is in fact a steady 
plate current with oscil 
lations superimposed on 
it ; it not only rises to Zi 
and falls to Z2, with the 
oscillations of grid potential, but also moves from one characteristic 
curve to another, accordmg as the potential induced in the plate 
circuit at AB acts with or against the plate circuit battery. The 
instantaneous values of plate current will trace out approximately 
an elongated eUipae as shown dotted in Fig. 37. The width of 
this ellipse will increase as the resist ance R of the oscill ating 
circuit i ncreas es ; it will also depend ori'the plate coil current and 
vary mversely as the resistance of the plate circuit in the valve. 
In practice the plate potential will be relatively high and the 
characteristic curves almost vertical, so that if the values of plate 
current are plotted against time they will swing above and below 
the mean value of plate current, with an oscillating amphtude 
as shown in Fig. 38 ; the ammeter A^ wiU read the effective 
value of the current in the circuit. 
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We have seen that the oscillations in the value of the plate 
cuireDt induce in the eoil AB a voltage which rises and falls and 
reverses in direction ; thus between the points AB an oscillating 
potential is set up. If ite apply this oscillating potential to a 
circuit, such as the condenser Ki in series with the ammeter Aj, 
an oscillating current will flow in this circuit ; its value will 
depend directly on the voltage in AB and inversely on the impe- 
dance of the circuit Ki— A2- The effective value of this current 
may be 200 milhamperes when the effective value of plate circuit 
current as read on Ai is only 20 milliamperes. 

Now the oscillations on the plate current would tend to decrease 
.owing to the damping effect of the resistance in the plate circuit, 
just as an ordinary oscillating pendulum will come to rest owing 
to friction loss in its bearings. Bat with sufficient mutual induc- 
tion in the coupling of the coils in the plate and grid circuits we 
see that at each half oscillation, when the grid is at positive 
potential, the grid current increases rapidly accompanied by an 
increaBed current in the plate circuit. At each half oscillation 
the mutual induction; acting on the grid potential; introduces a 
negative resistance effect into the plate current circuit, allowing 
an extra pulee of current to flow from the plate circuit battery. 
This extra pulse of- energy from the battery makes up for ohmic 
loss and sustains the oscillations ; it corresponds to an escapement 
spring fitted to a pendulum which gives to the latter a new pulse 
of energy, making up for that lost in friction and keeping the 
pendulum in continuous oscillation. 

Therefore it is evident that undamped oscillations of the 
potential across AB will be generated by the valve only when 
there is a suitable mutual inductance effect between the plate 
and grid circuits. It must be a negative mutual inductance, the 
grid field opposing the plate field, and it must be of sufficient 
value to just more than overcome the damping effects on the oscilla- 
tionB of the plate current. 

In practice this implies that there must be a definite relative 
number of turns in both the plate and grid circuit coils ; it will 
not do to have a small number of turns in either of them. 
The results of an experiment will make this clear ; a circuit 
was made up as in Fig, S6, the coil having 13 tappings and 
a total inductance of about 800,000 cms. ; the condenser Kj 
was set at 0-0003 mfd., and the volts in the filament and plate 
circuits were 6 and 200 respectively. The plate current and 
the oscillating current through Kj were read as the contact D 
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was iQOTed from stud to stad, the results being as shown in the 
Table. 



stud. 


fissf 


■.'sT'SSssfi 


, 


13 





2 


37 


30 


3 


37 


43 


4 


31 


64 


6 


21 


i ^ 


a 


13-6 


' M 


7 


13 


! 68 


8 


13 


[ 46 





16 


1 c ■ 


10 


IS 


1 


11 


16 


1 


12 


16 





13 


16 


1 



It ia necessary to remark that with 200 volts on the plate 
the point on the characteristic curve corresponding to zero grid 
potential is not at the centre but below it. Thus when the contact 
was on stud 2 the grid potential made large swings, because the 
coil BO had a large nnmber of turns ; the plate current rose high 
up the curve but could not fall much since it soon reached the 
lower bend of the curve where the plate current becomes zero. 
Therefore the pulsationsnpwards ate greater than those downwards, 
and whilst oscillating the effective value of the plate current rises 
from 13 to 87 milhamperea, owing to the partial rectifiealiion 
upwards of its oscillating component, At the same time the coil 
AB has a small number of turns, the oscillating potential induced 
across it ia small, and therefore the oscillating current which it 
sends through the condenser ia only 30 milliamperes. 

When the 6th stud is used the swings of grid potential are not 
so great, since the coil BC has now a less number of turns, the 
plate current oscillations upwards are not so great, and are of 
about the same amplitude as the oscillations downwards, so that 
the effective value of plate current is nearly the same as when 
not oscillating. But the piate coil AB has now more turns and 
the induced voltage in it ia greater than before, so that an oscillating 
current of 64 miUiamperes flows through the condenser. When the 
grid coil is too small, as when the 9th or a higher stud is used, the 
oscillations of the plate current, and of the potential across AB, 
are not sufficiently great to provide a perceptible oscillating 
current through the condenser Kp 
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Instead of having one coil, with tappings from it to the plate 
and grid, separate coils suitably coupled may be employed for 
the two circuits ; one coil may slide inside the other, or its axis 
may be made adjustable with respect to that of the other. The 
connections would then be as shown in Fig, 39. It is usual to 
shunt the battery with a blocking condenser as shown at K so 
that the oscillating component of plate current may have a low 
impedance path through this portion of its circuit. With two 
separate coils due regard must be paid to the sign of the mutual 
induction, which must be negative. If, tor example, the coil Iiq 




is turned the wrong way round with respect to L^ oscillations 
will not be sustained except in very special cases. 

Now let UB consider more definitely the conditions under which 
the valve will generate oscillations ; for sustained oscillations the 
grid potential must oscillate, and its oscitlations must bi 
against the ohmio, or CR, drop of volts in the circuit b 
voltage induced periodically in the coil Lj by the pulses of current 
in Lj. . The voltage induced in L2 will depend on the mutual ' 
induction between Li and L2, -it will also depend on the frequency 
of the pukes in Lj and the strength of these pulses. The frequency 
will depend on the values of Li and Ki ; for example if K, is 
increased the frequency is lowered and the mutual induction or 
coupling between L| and Lj must be increased to keep up the 
induced voltage in Lg. The pulses, or oscillations, of current 
in Li will depend on the resistance of the coil L] and of the 
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plate circuit, the latter being determined by the filament tem- 
perature. 

It is thus evident that the mutual induction, required from 
the plate to the grid circuit to sustain oscillations, will depend 
in some way on the values of Lj and Kj, on the resistance of coil 
L|, and on the resistance between the plate and filament in the 
valve. 

The following solution is due to Profeaaor C. Gutton of the 
Faculty of Science at Nancy. The equation of the characteristic 
curve of a French valve can be written : — 
rC^^Vp + FY^-x 
where r is the plate-filament resistance, C^ the plate current, 
Vp and V^ the plate and grid potentials with respect to the filament, 
F the voltaff '" (j.m|iHfylr.(T f|^pf.nr and X a constant if the filament 
temperature is constant. It will be assumed that the direction 
of the currents is the positive direction, i.e. opposite to that of 
the electron flow. 

When the valve is oscillating the plate current has a steady- 
value component C^ plus an oscillating component C^ ; similarly 
the plate voltage baa a steady component Vp {the voltage of the 
battery) plus an oscillating component Vp , and the grid potential 
has a steady value V^ (which may be zero as in Fig. 39) plus an 
oscillating component V^ . The equation is then :-;— 

'(C, + C„) = (V, + V + P(V, + V„) -I 
By subtraction between these two equations we obtain : — 

If if, is the current in the plate coil, and R the resistance of the coil, 

the oscillating volt^e induced in it, Vp^, is — (Ri^ + LiT^J and 

di 
the oscillating voltage induced in L2 is — M -"; thus — 

di \ T-™ , di. 



rC.,..-(Ei.+L,*)-EM*; 



dV 
The current in the condenser Ki is — Ki -^ ; the vectorial 
at 
sum of this and the current in Li must equal the oscillating 

dVp, 
dt ■ 
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Thus :— 

By eliminating V^, this gives a differential equation fot i,, 
the oscillating ciurent in the plate coil L, of the form : — 



Kr 

of current in the plate circuit wiU not be sustained; and the plate 
current will settle down to a steady value, i.e. Cpi becomes zero. 

E + - T. -- must be >0 if M is positive since all the other terms 

are positive ; or when M is negative if it is less than ^i (L + KrB). 

H-FM 
Kr 
E and L are positive, therefore ttis can only Jiappen if Mis negative 

and if — M is greaier than xi (L + KrR). 

The amplifying factor in volts, F, depends on the voltages 
applied ; thus it is seen that the mutual induction, 01 degree of 
coupling, required between the plate and grid circuits depends on 
the characteristic curve on which the valve is functioning, and 
on L, K, and E, as pointed out above. 

The values of the various oscillating currents and voltages 
can be deduced ; for this purpose let to ■= 2nf and I^ represent 
the effective value of the oscillating component of current in the 
plate circuit coil L^ ; the instantaneous effective values will be 
as follows : — 

(1) The oscillating current in the plate circuit coil L^ 

= 4 = I^ sin (irf 

(2) The oscillating potential of the grid : — 

V„ = - M t. = - M<„I. sin («,! + 1) 
' See note at end of Chapter. 
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(8) The oscillating potential of the plate when B is the resist- 
ance of the coil Li is : — 



= I, VB^ + a>2Lj2 X Bin (toi - J-^) 
where tan d = —*—• 

(4) The oscillating current in the plate circuit : — 
„ -R. Li + PM di, 

-B, ■ . Li + FM . 
=■ 1, sm <ot — — talc COS uft 

= --' VB3 + (o-^Qji + FM)3 X sin (arf + ^ + ^) 

where tan p =>— ^j^^- and is > 0. 

(5) The oscillating current in the condenser Kj : — 

dt 
d| - iyB2 + a,2L2 X sin (a)( - ^ - (j)| 

= ~^ ^ 

= - KI.V'Ba + ai^L2 X to cos (ud-'^-e) 
= — KljVfi^ + w^L^ X w sin (wi + TT — fl) 
In practice, when B is very small compared with 27rfLi and 
(i-fi/-, and when at the hmit of OBcillations aw/Lj = _ -_^-,the 

cvirrents in the plate coil Li and the condenser E, are nearly 
equal. 

(6) The oscillations of the potentials of the plate and grid 
circuits give a resultant which sustains the oscillations, and 
Prof, Gutton calls this the oscillation electromotive force. When 
the coupling is set for the limit of oscillations this must be in 
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phase with the current in the plate circuit coil, since the circuit 
is then in resonance. 

Phase Ralatioiis in the Plate and Grid Circuits.^ — With an 
increasing plate current a grid potential is induced in the positive 
direction and at the same time a back E-M.P. is induced in the 
plate circuit ; thus it is evident that the plate potential decreases 
when that of the grid increases, and therefore that the oscillating 
potentials in these two circuits are either exactly or nearly in 
opposition. Referring to the values of V,,^ and Vp^ previously 
given in (2) and (3) it will be seen that their phases are more than 

1 80° apart by a small angle 6, where tan 6 — ,, . The oscillating 

current v in the plate coil must be 90° behind the grid potential 
V^ , and therefore (90 -|- B)° in front of the oscillating voltage 
induced m the plate circuit coil, or 90° in front of the component 
— 2vfLi\ of this voltage. 

This is shown by the vector diagram in Fig, 40 (a), where OA 
is the induced volts Vp in the plate circuit and OB the induced 
volts V^ in the grid circuit. The plate voltage OA has two 
components ; one OC is in opposition to the induced grid voltage 
and equivalent to it, taking into account the ratio of transforma- 
tion of the two circuits ; the other OD sustains the oscillating 
current which is built up in the plate coil. The oscillating potential 
Vj, in the plate circuit is apphed at the terminals of the coil Lj 
to the condenser Kj ; the resulting current tj into the condenser 
is at right angles to Vp, ; compare the previously given formulee 
(3) and (5). The circuit LiK^ is nearly in resonance when E is 
very small, therefore the condenser current is nearly equal to the 
coil current and in phase with it as far as this oscillating circuit 
is concerned. But as regards the plate circuit the condenser and 
coil currents are of opposite sign at any instant ; therefore the 
resulting oscillating current 0^,, in the plate circuit is as shown 
at OF. It is seen that the oscillating component of plate current 
is a Uttle more than 90° in front of the current i^ oscillating in 
the plate circuit coil L^ ; it also leads the grid potential by an 

angle)3. Since ^ = tan"' — .y „„, theeffectofincreasingthe 

resistance is apparent. It may be noted that the current oscillated 
in the condenser Ij, can be very much greater than the oscillating 
component of plate current C^ . In C.W. transmission, where the 
plate current may oscillate from zero to saturation values and the 
condenser is replaced by an aerial circuit, the plate current may 
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hftve an effective value of- 20 or 30 milliamps. when the aerial 
cnrrent is 200 miUiampa. 

The phase relationship of the different oscillating potentials 



4^--. 



Cptt 



°' -Rlc TiT 



/ei 



/Vpi 



a4 _ _ Jc 

Fio. 40 (n). 

and currents in a valve are again shown by the curves in Fig. 40 (&}. 

It may be noted here t^t if the condenser oitcuit contains a 

resistance, as it would do if the condenser is replaced by an aerial 

circuit, the condenser current ia reduced in value, and brought 
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more nearly into opposition of phase to the coil current. This 
reduces the oscillating plate current, and with too much resist- 



O 1" 
O O 



o < 
U (J 



p => 

Q- o 




auce oscillations will not be sustained unless the coupling is 
tightened. 

It is interesting to compare these calculations with those 
derived bj G. Vallauri (see The Eledridan for December 21, 
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1917). Vallauri deals with the Audion valve and states the 
equation of the plate current as : — 

Thus t is the reaistance r between the plate and filament in the 



valve, ^ is the voltage amplifying factor P, and - is equal to ^,. 

With an oscillating circuit of inductance L, capacity K,' and 
resistance B included in the plate circuit of the valve, where R' 
is the rasiigtance of the remainder of the plate circuit, Vallauri 
finds the limit of oscillations to be given by the equation :^ 

bL + (1 + bRIBK 

M = — - 

This can be written M = 



= -J(L + rBK + E'RK) 

If therefore R' is very small, as was assumed in the previous 
calculation, this formula is in agreement with that deduced by 
Prof. Gutton. It was also stated by Vallauri that the plate 
current and grid potential are in phase; and m opposition of phase 
to the plate potential ; that the oscillations are more easily set 
up the greater is a and the smaller is b, i.e. the greater the voltage 
amphfying factor F ; that the oscillations are more easily set 
up the more rapidly the plate potential varies with the ^id cmrrent ; 
finally that they are more easily set up the smaller the decrement 
and the greater the frequency. This is all more or leaa in agree- 
ment with the conditions already obtained and set out above. 

If negative potential is put on the grid the valve functions 
low down on the plate current curve, and when not oscillating 
the steady value of the plate current is small. 

Referring to Fig. 41, if AB is the plate current characteristic 
under the given conditions of potential and — a; is the negative 
potential on the grid the plate current when not oscillating is 
xy. When oscillating under suitable conditions of coupling the 
plate current can oscillate up to saturation and down to zero ; 
it is seen that this gives partially rectified oscillations, and when 
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oscillating the effective value of plate current rises to the dotted 
Une shown in the Fig,, or as read on the plate circuit ammeter 
Ai of Fig. 39. The advantages of patting negative potential on 
the grid are : firstly it limits the grid current ; with the valve 
functioning at zero grid potential the grid current when oscillating 
may have an effective value which will overload the grid and 
damage the valve ; starting from negative grid potential the grid 
current never swings to a high value. Secondly (for weak oscilla- 
tions in which the plate current does not rise to saturation value), 
the effective value of the plate current when oscillating is generally 
leas than if the valve were functioning at zero grid potential, and 
yet the oscillating current in the shunt condenser is generally 
greater owing to decrease 
of grid current reaction. 
Thus, on the whole, the 
valve is not so heavily 
worked, and the genera- 
tion is more efficient with 
less load on the source of 
potential for the plate 
circuit. 

Whatever may be the 
initial grid potential the 
oacillations of plate cur- 
rent are due to the 
swings of this grid po- " " Fhi.41. 

tential, and the mutual 

induction should be so loose that the oscillations are built up 
to the extreme saturation value of plate current. This means 
that the mutual induction — M should be very little greater than 

,1 {L -|- KrE), especially if the valve is functioning near the centre 

of the plate current curve. 

Another interesting effect must be noted here ; if the variable 
condenser Kj in Fig. 39 is increased, from a small value upwards, 
it will be found that the oscillating current through it rises at 
first and then after a certain capacity value is passed it falls ; and 
at a certain further value it suddenly reduces to zero. The 
initial rise vrith increasing capacity can be explained by the fact 
that as the capacity is increased its reactance is diminished since 




the reactance of a condenser is ohms i: 



1 
2^' 



But after -a certain 
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value of capacity is reached ita effect on the frequency inuat be 
considered. An increase of capacity decrease the frequency of 

the oscillationB, which is approximately -, , therefore it 

decreases the induction of potential in the plate circuit coil and 
the current falls off in the condenser connected across the coil. 
If the condenser value is made too great — M will not be greater 

than (L + KrE), and the valve ceases to oscillate. 

Prof. Gutton has presented another explanation ; the oscilla- 
tions will be a maximum if the circuits and coupling are so designed 
that the positive swing of grid potential swings the plate current 
up to saturation. This takes for granted that the saturation 
current isthe same for different plate potentials. But, referring 
to Pig. 37; it may be noted that when the grid swings to positive 
potential, with rising plate current, the plate potential may get 
on to a characteristic curve such as AB, where the saturation bend 
to which the plate current can rise is less than the maximum. 
Prof. Gutton pointed out that when the oscillating maximum ia 
hinited by consideration of plate potential ita value increases as 
K increases, but when the oscillations are limited by the plate 
current swinging up to fuU saturation value theoaeillating maximum 
decreases as K increases. It is really a 4[uestion of choosing 
suitable values for L, K, and B in the plate circuit so that the 
oscillating maximum may be the same whether it is limited by 
the swings of plate current or of plate potential. If the self- 
induction is large and the capacity small, the oscillating maximum 
is Umited by a fall of plate potential at the positive halt oscilla- 
tion ; if the capacity is large and the inductance small, the maxi- 
mum is limited by the saturation value of the plate current. 

At the limit of oscillations, when — M— 

frequency, / = ■ — ■y=rp in absolute measure. 







V(2,rfK)2 
Since the reactance of inductance (Sjt/L) is small compared 

to rR, and ,^, ,.., r-„ ia small; we see that an increase of L or K 

will mean an increase of — M if the hmiting conditions of 
oscillations are to be maintained. 
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To Bum up it 13 seen that if L or K are increased in order to 
decrease the frequency, or increase the wave length of radiation, 
the mutual induction coupling must be increased ; the lower the 
filament temperature, i.e. the greater the valve plate circuit 
resistance, the tighter must be the coupling ; as the resistance R 
of the plate external circuit increases the smaller will be the 
capacity which with a given coil and coupling will sustain 
oscillations. 

-Let us now consider what will happen if we replace the con- 
denser across the plate circuit coil by an open condenser such as 
an aerial circuit. These conditions are shown in Fig, 42. The 
aerial will have some inductance external to the plate circuit coil 




L] and represented by L3 ; it may be the inductance of the aerial 
itseK, or of an added coil. There will also be resistance in the aerial 
circuit, which is represented by Bj. For this ease Prof. Gutton 
shows, by a proof similar to the one already given, that the condition 

for oscillations is : — M > (Li + KrR- -^ - Y If the aerial is 

small and L3 small this is practically the same condition as 
before. The aerial current as registered in A2 will greatly 
decrease with increase of the resistance B] ; it is therefore very 
necessary to have a good clean earthing arrangement. From 
the above formula it is also seen that as the aerial resistance 
is increased the coupHng between the plate and grid circuits 
must be increased to sustain the oaoil^tione ; this will make 
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the frequency and wave length change in value. The frequency 



s now— 



■"^/i 



K(L, + L3) + *(L,+rM) 



and only when Tt ia small compared to r can thia b& written— 



WKiW^h^- 



It hag already been pointed out that if the indactance L^ in 
the plate circuit is large compared with the capacity across it 
the maximum of oscillating energy is smaller tlmn it otherwise 
would be ; it is controlled by the drop of saturation current value 
owing to the large mduction of back potential m the plate circuit, 
when the grid volts and plate current are increasing. This would 
happen if a comparatively large coil is employed to get oscilla- 
tions at a long wave length when using a short aerial, as m the 
ease of bertain military C.W. transmitters. 

As shown in Fig. 42, it is not necessary to include all the 
inductance of the oscillating circuit in the plate circuit of the 
valve ; indeed when the capacity is small and the inductance 
large it is better to Umit the plate potential oscillations by reducing 
the inductance of Lj and, if necessary, increasing L3. Thus 
111 and Lg may both be included in one coil with plug and socket, 
or movable, contacts so that a suitable portion may be tapped 
off for connection ia the plate circuit. By thia means it will be 
possible to choose the value of plate circuit inductance which 
gives maximum oscillating current m the plate circuit, and 
therefore maximum oscillating energy. This adjustment on the 
oscillating circuit is generally known as the anode tap. 

Freqaency and Wave Length. — The frequency will be a little 

less than that given by the usual formula -, --■-■-, and the 

V{Li + 1^3)^ 
■wave length will be a little longer than 59 (J -/{Li + Ls}K, the 
discrepancy increasmg with the tightntas of the coupling. For 
good building up of oscillations the couphng should be near the 

limitmg value M ^^(Li +KrB 'f]"^ ^). so that for ah practical 
purposes one can calculate the wave length in the uanal manner, 
A formula for the frequency in the general case is deduced at 
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the end of this Chapter, It may be noted that if R + Tr-(L + FM) 

is not very small, and the valve is oacillating strongly, the 
frequency is decreased and the wave length is greater than that 
of the oscillating plate circiiit alone. 

Also it may be noted that a decrease of filament temperature 
will necessitate an increase of the mutual induction, M, in order 
to keep ap the oscillations. This will increase the wave length. 
Where an anode tap is employed as described above a peculiar 
effect may take place if the capacity across the coil is very small ; 
as when a smidl aerial is connected to a comparatively large 
coil to radiate on long wave lengths. If a portion only of the coil 
is connected to the plate the grid circuit coil will have to be 
comparatively large to give the necessary value of mutual induc- 
tion which will sustain the oscillations. This increases not only 
the inductance in the grid circuit but also its capacity, and the 
capacity of coil abided to the capacity of the valve may make 
the total grid circuit capacity preponderate over that in the plate 
circuit. In this case the valve would tend to oscillate at the 
frequency of the grid circuit ; it may in fact become unstable— 
at one moment oscillating at the frequency and wave length 
corresponding to the place circuit, and then by a slight change of 
coupling or anode tapping it may be suddenly changed to the 
frequency and wave length of the grid circuit. 

This qu^tion of preponderating capacity effect will be further 
dealt with in the Chapter on C.W. Transmission ; it will suffice 
to say here that an anode tap may be usefully employed to 
increase the oscillating power and oscillating aerial current, but it 
can only be efficiently employed if the aerial capacity across the 
plate circuit preponderates over the capacities of the coils and 
valve. 

The Osdllating Energy. — The energy oscillated may be 
obtained by considering its value in the plate circuit coil. If R 
is the resistance of this coil and %^„_. the current, the energy is 
then ■ Rij^giY . This oscillating energy is supplied by the plate 
circuit battery, and is abstracted from the energy which would 
go to the valve if the latter were not oscillating. This is shown 
by the fact that a valve is not so bright when oscillating as it is 
when not oscillating, and it may occur that the plate of a non- 
oscillating valve becomes red-hot-, whereas if oscillating it remains 
dark. It can be shown that the maximum oscillating energy 
obtainable is half the steady energy applied to the plate circuit 
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under the given conditions of applied potentials when the valve 
cireuitB are not oscillating. Thia maximum can only be obtained 
if the inductance included in the plate circuit is of such a value 
that the oscillating plate potential does not decrease the normal 
value of saturation current. The oscillating energy will be less 
the greater is the ratio of capacity to inductance in the plate 
circuit. 

Conpling hr Means of a Condenser. — Instead of coupling the 
grid and plate coils the circuits may be coupled by means of a 
small condenser, as at A: in Fig. 43. It is seen that when the 
plate current is started the induced pulse of potential in Li will 
pulse the potential across h, and cause a pulse of current to flow 
through h and L2. Thia will pulse the grid potential which will, 
as before, modify the plate current value. With a suitable value 
^ — , of It oscillations will thus 

I -Jj- -- |l|| t ^ ^m^. be sustained in the cir- 

I ■ M I I j I \V "" Jj cuits. If i is the current 

1 II 1 ^;5i_f^ in La the potential of the 

I L -) TT ^i 

K ^B Co I I grid is Lg^i ; this should 

^3 *"' ' ^= I ilil I be at an angle of nearly 

^ ^ \ *\'\ 180= behind the poten- 

-^ tial of the plate, and i 

F,(j_ 43, is then 90° behind the 

potential of the plate. 

To ensure this the circuit L^fe should not be in r^onance with 

the plate circuit but below resonance. 

Experiment shows that there is a minimum limiting value of 
the condenser fc which will sustain oscillations ; this value increases 
as the wave length increases, as the resistance of the oscillating 
circuit on the plate increases, or as the resistance in the valve 
between the plate and filament is increased by lowering the 
filament temperature. 

Again there is a limiting maximum value of the capacity 
couplmg, for it must be such that the grid circuit is below resonance. 
Thus it is most convenient to make the capacity coupling by 
means of a variable condenser ; as far as the grid circuit tuning 
is concerned it "will act in parallel with the existing capacity 
effect in the valve, and in shunt to the grid coil, therefore its 
majumum value need not be very great. For wave lengths up to 
2000 metres the maximum value of the variable condenser may 
be about 0-0002 mfd. 
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It must not be forgotten that this condenser will modify the 
frequency and wave length of the oscillating circuit on the plate ; 
to & certain extent, therefore, its adjustment can be varied to give 
fineness of tuning. It is best, however, to keep the coupling 
condenser as small as possible compared with the grid circuit 
inductance. From Figs. 39 and 40 it is seen that the oscillating 
current in the plate coil Li divides between, or is the resultant 
of, the oscillating current in the aerial, or other condenser K, and 
that in the grid circuit through k. Since it is desirable to have 
the current in K as large as possible the component through k 

1 

should therefore be kept large by giving k a small value. The 
grid coil L2 should be sufficiently large to give the necessary 
induction effect on the grid potential with a small current in it. 
It m possible, and even desirable, that the. coil 1^2 should be such 
that the capacity of the valve itself is sufficient to sustain the 
oscillations. 

A coupling by mutual induction between the coils Li and L2 
can be arranged at the same time as a condenser coupling ; indeed 
in the general case where an induction coupling is relied on to 
give oscillations there is always a certain amount of capacity 
coupling present, owing to the capacity of the valve and the 
capacities of the coupling coils. Where induction coupling is 
relied upon to provide oaoillations it may often happen that the 
valve continues to oscillate even when the coils are drawn far 
apart, and the mutual induction between them is zero. This is 
especially the case when the self-induction of the plate circuit is 
very high and the capacity small ; the capacity effects of the 
large coila and of the valve are then sufficient to sustain oscil- 
lations. When the capacity connected across the plate coil is 
very small, as it would be in the case of a small aerial being 
employed in Fig. 89, the capacity effect of the valve becomes 
important in the conditions of osciUations. 

Again, cases have been observed where the valve circuits, 
coupled by mutual induction, sustained oscillations even when the 
mutual induction was made positive instead of negative. This 
was due to the fact that the capacity of the coils and valve pro- 
vided a coupling sufficient to sustain osciUations. Cylindrical 
coils made fairly close fitting, with one sliding inside the other, are 
very liable to give this effect when closely coupled. 

With both induction and capacity coupling the oscillations 
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will be suBtained, and the capacity coupling will help that of 
induction, if the capacity reaction is greater than the induction 

reaction, i.e. if ^-^>2wf{L2 + M). Where M is negative k can 

be very small, where M is positive an increoBe of k can satisfy the 
condition. 

This at once suggests that the coils should be designed so 
that their self-capacities are as small a3 possible and that the 
self-periods of the coils should be kept low compared with that 
which it is desired to sustain in the oscillations. But for short 
wave work it may well arise that the capacity effects of the coils 
and valve prevent us from obtaining oscillations of sufficiently 
high frequency, in which case the coils may be arranged for posi- 
tive mutual induction and the capacity effect relied on to sustam 
the oscillations. 

In a valve oscillator the frequency will be a little less than 
that obtained by taking the usual constant of the circuit, 
'K^KzL^, since the capacity effect of the valve and the induction 
effect of the coupling must be considered. When, therefore, the 
circuit is generating oscillations the wave length is a little greater 
than that obtained from the formula A = 59-6-\/L2K2. The grid 
capacity effect in a valve of the French receiver type is about 
0-000015 mfd., in a French homed type it is about 0-0000085 mfd., 
and in a Marconi V.24 valve it is about O'OOOOl mfd., all measured 
when the filament is heated under usual receiver conditions. 
Modifications of these methods of generating oscillations by a 
valve will be considered in subsequent chapters, especially in 
those dealing with C.W. Transmission and Transmitters. 

Oscillating Circait on the Grid.— A valve can be made to 
generate osciUations, and pass oscillating currents through a 
condenser, or other capacity eiTect, coimeoted across the grid coil 
Lj instead of the plate coil. The plate and grid circuits can be 
coupled by mutual induction between the coils, as shown in 
Fig. 44. 

The toning of the circuit L^Kj will now determine the frequency 
of oscillation and wave length of radiation, provided the' plate 
circuit is kept well below resonance. As before, any small change 
of plate current, such as would be caused by completing the plate 
circuit or coupling the coils, will induce a potential in the grid 
circuit which modifies the plate current, and with a correct value 
of coupling oscillations are built up and sustained. The con- 
denser Kj may be replaced by the capacity of an aerial circuit. 
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w))ich includes L2, or oscillations may be induced in the capacity 
of the aerial circuit by inductively coupling the latter to Lj. 
It is easily recognised that such an arrangement is that employed 
in receivers with valve detectors, where the valve gives high 
frequency amphfication by a reaction back from the plate circuit. 
Various modifications of these have been fully described in Chap. 
IV. ; it was there pointed out that the receiver was most sensitive 
when the valve was just at the hmit, or threshold, of generating 
oscillations. If the valve is oscillating spark signals will become 
hoarse in tone owing to the beats formed ; for the reception of 
undamped oscillations, i.e. C.W. signals, it is necessary that the 
valve should be oscillating in order to form beats, unless a separate 




heterodyning arrangement is employed externally to the valve 



A simple method of explaining the fact that oscillations can 
be sustained with such an arrangement has been given by Prof. 
J. H. Townsend. Suppose R is the resistance of the oscillating 
circuit L2K2, whore Kg may be a variable condenser as shown in 
Fig. 44, or an aerial-earth circuit connected across L3, and let 
iz be an oscillating current in Lg. If an E.M.1\ equal to Rxi2 
can be induced in L2 in phase with the current i^ it will wipe out 
the ohmio drop and therefore the resistance effect, and if it is 
greater than Bt^ it will sustain oscillations of current in the 
circiut L2K2. Now if Li is coupled to Lj with a mutual induction 
— M, and a pulse of the plate circuit current of value ij occurs in Li 

it will induce in Lo a potential equal to— M ,'. But ,.^ ^ X-^/t 

^ ^ ^ dt dt r dt 

where F is the voltage amplifying factor of the valve and r is 
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the resistance of the plate circuit. Now -^ may be writtsn ^, 
therefore the resistance E of the oscillating circuit on the grid 
wiU be wiped out if Rig = — x ^^ , or if M = RKj x !,. If M is 

greater than EK2 X p oscillations will be generated, and sustained 

by the valve at a frequency depending on the period of the circuit 
LaK2, into which the capacity effects of the coil and in the valve 
itself will enter. These have not been considered in the above 
explanation. 

If M is just equal to RKg x ^ the resistance of the aerial or 

other oscillating circuit on the grid is neutralised for the frequency 
to which it is tuned, and this means that the oscillations induced 
in it by arriving ether waves at the frequency of the circuit will 
have a larger amplitude than otherwise would be the case ; this 
is one reason why such a valve circuit is so sensitive for reception. 

If M is just less than BK^ x ^ the resistance of the oscillating 

circuit is largely neutralised for oscillations of the given frequency, 
so that good oscillations can be induced in it by weak external 
ether pulses, or signals arriving, but oscillations will not be sustained 
by the valve when the external forces cease. 

We thus see why a valve circuit arranged for reception of spark 
signals is most sensitive when the valve is just on the point of 
oscillating, and why the note becomes hoarse when the reaction 
coupling is made too tight. The sensitivene^ of a valve receiver 
will be further discussed in Chapter VII. 

The mutual induction between the coils must be of negative 
sign ; by another method of calculation Prof. Gutton finds the 
conditions of sustaining oscillations to be : — ■ 

(1) That absolute value of M must be smaller than FL^. 

Er 

(2) That M(FL2 + M) is negative, and greater 4han - ; if we 

take w to be approximately /^^^^ this gives : — 

M{FL2 + M) > RrKaLa 

From this it follows that the value of M must lie between two 
limiting values, and that the oscillations will not be sustained if 
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the coupling is too tight — jnst as they are not sustained if it is 
too loose. 



.: KrL^' + ^"(KRr + L + FM} + (r + R);, = 

■■S+t''+'-i?')+i('+?>.=« 

Let »', = .■"; then —= nM"* = «!«',, and ■^' = ">'"<; 

thereforo the cqaaiion csi 



irti«iu!e 



.'.'. = e X e X constant. 

The fiiet term determine whether the first poise of oarrent will settle down to 
»iteadyT»lneor bnild up into oBcillations, according as — ^j ia negative or positive 

mpectively. Since A = L it is necessarily positive, therefore — sr 's positive only 
vhen B is Degative. TbnB theoorrentwilloBciLlftteif Bis<0,t.«.if R+ -^ — <0. 




.=mV- 



=VS('+?)-(«+H?'J 



L + na y 

L + FM 



At the limit of oscillations when RH ^ = this gives the oscillating- 

frequenojr — 

It is thus seen that the frequency of the oscillations at this limit ia very nearly 
eqaal to the natural frequency — j-— of the circnit; generally, however, the 

oonpling is a little closer than the limiting value and this has the effect of reducing 
the frequency, or increasing the wave length. 

VOi" U. B 
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QUESTIONS ON CHAPTER V. 

1. Give a simple expUnBtion with di^p^m of a method by wbiob a suitable 
valve may be made to generate oecillatioiw, 

2. 7ur a giTon filament temperature and plate potential what determinee the 
amplitude of the oarillalionB set up in the plate cmrrQnt I 

3. Why does the value of the plate current in a valve generally change when 
the valve Btarts oscillating I 

4. The plate current in a generating valve may be only 40 milliamps. when the 
omrent detivered to an aerial circuit connected to it is ^W milliamps. How can 
the aerial current be so much greater than the plate current T 

6. Why i^ it better in some casen not to include all the aerial inductance in the 
coupling effect of a valve generator ? 

5. Why is it that a valve may sometimes generate osoillationa when the mutual 
coupling between its plate and grid eircuits is of wrong sign ? 
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CHAPTER VI 

LOW FREQUENCY AMPLIFIERS 

Thb simplest employment of a valve is as a relay foi electrical 
pnlses ot telephonic, or audible, frequency ; a preliminary desdrip- 
tion of this use of a valve has been given in Chapter II. Weak 
pulses are made to act through a step-up transformer, inducing 




corresponding pulses of potential in the secondary ; these act 
on the valve grid and set up pulses of current in the plate circuit. 

Before dealing with the design of amplifiers employing more 
than one valve, whidi have come lately into general use, it may 
be interesting to review the earlier attempts at L.P. amplification.' 

The Lieben-Eeisz valve when first brought out was used as a 
relay for low frequency current pulses, its circuit being as shown 
in Fig. 45. The weak rectified low frequency pulses from the 
detector were passed through a step-up iron core transformer. 
The secondary of the transformer had potentials induced in it 
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which were applied to the giid-filament circuit of the valve, in 

aeriea with a steady potential on the grid obtained from the 
potentiometer. The potentiometer was connected across the 
battery which lights the filament. The valve was one of the 
soft vacuum type, hence the necessity of a high resistance R in 
the plate circuit, to limit the value of the current which flows 
through the plate circuit and from the high tension battery if 
the valve gets too soft. A similar high resistance was nsed in the 
H.T. battery circuit of the first Round valves. 

This relaying effect of a valve for low frequency current 
pulses must not be confused with valve amplification ; no doubt 
all relaying ensures amphfication of effects, but we may have 
reaction amplification as well as relaying amphfi.cation. Thus in 
Round's connections for double magnification (see Fig. 22) not 




only does the valve relay but the resulting current pulses are 
led back to react on the grid circuit, and thus give rise to further 
amplification. 

FHaraden Pratt has described experiments which were made 
at California University using a crystal detector in series with 
the grid of an Audion, as shown in "Pig. 46, by means of which the 
audibihty was ten tones stronger than when the crystal was used 
alone. It will be found that this method of connection does not 
give as good results as the other methods herein described. 

Armstrong proposed a method of making one valve amphfy 
both the high frequency oscillations and the low frequency pulses ; 
the connections are shown in Fig. 47. The high frequency oscilla- 
tions which are set up in the plate current induce back into the 
grid circuit through the coil B, as previously described, while the 
low frequency pulses in the plate circuit induce back into the grid 
circuit through the transformer T. The condensers Cj and Cj 
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acts as patba for, or bye-pass, the high frequency currents, at 
the same time serving to tune the transformer T approximately 
to the audio frequency. Coil L helps to time the plate circuit 
and thus give a further amplifying effect. 

Bound's method of double magnilication has aheady been 
described and shown in Hig. 22. Since the arrival of the Pliotron, 
French, and other hard vacuum valves it ia more customary 
to detect and amplify the high frequency oacillationa with a 
valve, a crystal and valve, or a set of vsJves in cascade, and 




to use an entirely separate valve system for low frequency 
amplification. 

In Chapter II. reference was made to the fact that two or more 
valves coidd be connected in cascade to relay, or amplify, pulses 
of telephonic or audio frequency. At present it is not usual to 
employ more than three valves in cascade for this purpose ; 
when adjusted for most sensitive operation inter-oscillations are 
likely to be set up between the valve circuits, developing noises 
which interfere with the reception of signals. It will be readily 
understood that the more valves there are in cascade the more 
difficult it ia to prevent these inter-oBcillations. In practice it is 
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fonnd that a three-valve amplifier is auitable for all purposes and 
it can be made to operate quite steadily. 

lu Chapter II. it was explained that the connections of the 
two valves in cascade in Fig. 3 could be simplified so that one L.T. 
and one H.T. battery would serve for the filaments ^nd plate 
circuits of both valves. The necessary modification of connec- 
tions is shown in Fig. 48 ; here the 4-volt batttry, Bj, beats both 
filaments, and the temperature of the filaments can be regulated 
to some extent by the variable rheostat B. The plates of the 
two valves are connected to the positive terminal of the battery 
B2, that of the first valve through the primary of the telephone 
transformer Tj, that of the second valve through the telephone 




receivers ; the negative terminal of the battery i 
the filament circuit as shown. 

Weak current pulses which require to be relayed 
are passed through the primary of the first transformer, T|, at 
the terminals " To Links " ; they will induce pulses of potential 
in the secondary winding of Ti which is connected to the grid and 
filament of the first valve, and these pulses of potential of the grid 
with respect to the filament will cause corresponding but larger, 
pulses of current in the plate circuit of the valve. These ampHfied 
pulses of current pass through the primary of the intervalve 
transformer T2, and sot up pulses of potential in the secondary 
which is applied to the grid and filament of the second valve ;, 
this causes amplified pulses of current in the plate circuit of the 
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second valve, and therefore in the telephone receivers which are 
included in this circuit. 

The grid potential is pulsed by iucoming signals, and a god 
current will flow when its potential is made positive, or higher in 
potential than the lowest potential point on the filament, to which 
the grid is shown connected in Fig. 4S. This grid current will 
flow through the secondaries of the transformers and cause a 
slight demagnetisinig reaction. The grid current is very small, 
and its action very feeble, but it can be still further reduced if the 
grid is made lower in potential than the lowest potential point 
on the filament. One method of doing this would be to adopt 
the connections shown in Fig. 49. Assuming that 4 volts are 
apphed to the filament through the rheostat B, there will be a 




drop of, say, 3-5 volts in the filament and 0-5 volt in the rheostat. 
As shown the lowest potential on the filament is — 1-5 volts 
whilst the grid connected through the secondary of the transformer 
to the negative pole of the battery is' at —2 volts, hence no curreut ^ 
will flow in the grid circuit even if its potential is raised 0-5 volt 
by the pulsations. The example is exaggerated, but it shows the 
method of avoiding grid current. Another method will be 
described later. Again, it has been already pointed out that if 
the plate potential is decreased the resistance between the grid 
and the filament is lowered ; to avoid grid current if the plate 
potential is decreased the filament temperature should also be 
decreased, by inserting more of the filament rheostat. This will 
alfio have the effect of reducing the grid potential shghtly. 
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As regards the plate ciTcutt battery the positive terminal is 
always connected to the plate, and it is a question of deciding 
whether we shall connect the negative terminal to the positive 
or negative end of the hlament. Suppose the plate battery is 
50 volts and the filament drop of potential is 4 volts. By con- 
neoting the plate battery negative to the positive end of the 
filament the plate is 50 volts higher than tins end and 54 volts 
higher than the negative end, giving an average of 52 volts between 
plate and filament. By connecting it to the negative end of the 
filament the plate is 50 volts higher than the negative end but 
only 46 volts higher than the positive end, giving an average of 
48 volts. Thus it is best to connect the negative of the plate 
battery to the positive ends of the filaments so that the filament 
battery may help to raise the average potential of the plates. 

In some of the first amplifiers difficulty was experienced owing 
to the fact that any alight unbalancing of the valve circuits was 
hable to aet up interosciUations between the valves ; these oscilla- 
tions were of low enough frequency to produce whistling noises 
which greatly interfered with the interception of signals. The 
windings on the transformers are of high inductance and it requires 
but a small capacity effect, acting with this inductance, to form' 
a circuit of audible frequency. The capacity effect between the 
coils on the transformers, and even between the various leads in 
the apparatus, may be sufficient to produce this ; the valves 
will then generate oscillations as has been described in Chapter V. 
Valves which do not generate oscillations easily may be designed 
for use in L.F. amplifiers ; some German designs of this type' 
of valve are discussed later in Chapter X, 

Capacity effect can be reduced by keeping the wiring leads 
well apart, and even by leaving a small space between the primary 
and secondary windings on the transformers ; by careful design 
it is thus possible to reduce the capacity and at least ensure that 
. if oscillations are set up they will be at a high enough frequency 
to be inaudible. But any unbalancing effect between the valves 
may cause oscillations of different frequencies to be aet up which 
will produce audible beats. Such unbalancing may be produced 
by induced difi'erences of potential in the metal parts of the 
apparatus. To ehminate these as far as possible the I'rench 
designers, under Col. i'errie, connected one line terminal, the 
laminated cores of the transformers, and the metal casing of the 
telephone receivers to the positive terminal of the high tension 
battery, so that they should all be at the same potential. In 
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Fig. 48 this connection ia shown by a dotted line. By careful 
design and assembly of the parta of the transformers, and by 
connecting the telephone receivers to the plate circuit of the last 
valve through a telephone tfansformer, parasitic noises within the 
amphfier itself can be almost enturely eliminated. 

It has been already remarked, in connection with high frequency 
amplification by reaction on a wireless receiver, that a valvft or 
valve apparatus amplihes oscillations best when it itself is on 
the point of generating oscillations ; this will be explained in a 
subsequent Chapter, Therefore, to obtain loudest signals, the 
potentials on the circuit* of the valves of a L.F, amplifier should 
be arranged so that the valves are on the point of generating 
oscillations, or are actually generating oscillations of feeble 
intensity. Thus it is not necessaryin the design and use of an amph- 
fier to avoid oscillation of the valves but to avoid oscillations at 
acoustic frequencies, or unbalanced effects which will produce 
audible beats. Again, it is possible by shunting the transformers 
with condensers of suitable capacity to give the valve circuits a 
pre-determined low frequency, say 800 or 1000, and thus make 
the amplifier selective, so that it responds better to signals carried 
on a note of this frequency than any other. 

In Figs. 2 and 3, Chapter II., and in Fig. 48, the telephone 
receivers are shown directly connected into the plate circuit of 
the last valve ; for various reasons, which have been already 
discussed, this is not good practice. I'or reasons which will be 
considered later in the Chapter it is advisable to have tappings on 
the primary of the first transformer, connected to a multiple Jon- 
taet switch, so that its resistance or the ratio of transformation 
may be varied. Adopting these modifications the connections of 
a three-valve low frequency amplifier would then be as shown in 
Fig. 50 ; here the primary of the first, or line, transformer is 
shown with five tappings brought to the multiple switch S, and 
the telephone receivers are connected to the plate circuit of the 
third valve through the medium of the telephone transformer 1'^. 
It will be seen that, apart from the valves, batteries, and telephone 
receivers, the L.F. amplifier consists of transformers, and its 
efficiency will depend on their design which may now be con- 
sidered. In ail electrical circuits where currents are passed into 
a coil on an instrument or other apparatus for any purpose, such 
as measurement, best results are obtained when the coil has a 
resistance of approximately the same value as that of the circuit 
into which it is cormected. For this reason high resistance 
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telephone receivers are nsed in series with a high r^iatance crystal 
detector, and low resistance telephone receivers in series with a 
low resistance magnetic detector, or in aeries with the low resistance 
windmg of a step-down telephone transformer. Therefore when 
telephone receivers are replaced by a transformer the resistance 
of the primary coil of the transformer will be governed by the 
resistance of the circuit into which it is connected. 

Applying this argument to the transformers in a L.F. Amplifier 
we can arrive at a decision as to the resistance of the windings. 
If the Amplifier is connected to a wireless receiver, to amphfy the 
low frequency or telephonic pulses, the primary of the first trans- 
former will be connected in series with the crystal or valve detector ; 
thereEore it should have a fairly high resistance. On the other 




hand if the Amplifier is connected to an earth base, as in the 
case of Listening Sets, or in reception from power buzzers, the 
earth base will probably have a resistance of 100-500 ohms, 
depending on its length and the nature of the soil and substrata ; 
thus the primary of the first transformer should have a resistance 
of this order. On a loop as sometimes used with Listening Sets 
the resistance would be still lower. 

It is therefore convenient to have the primary of the first 
transformer wound to a fairly high resistance, but with tappings 
taken from it to a multiple switch so that the resistance can be 
chosen to suit the circuit on which the amplifier is employed. 
There is another advantage in having tappings on the primary 
of the first transformer— it enables us to vary the ratio of trans- 
formation from the primary to the secondary ; in practice it is 
generally found that the position of the seleetmg switch on the 
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primary of this tranafonner which gives the best strength of 
signals is determined more by best ratio ot transformation than 
hy resistance effects. Thus in one Amph&er, whose primary had 
a total resistance of 1400 ohms with six tappings on it, the best 
adjustment, when used on a wireless receiver in series with a 
crystal, was to put the primary switch on the third stud, clearly 
showing that in this case ratio of transformation from primary 
to secondary was the deciding factor. 

As regards the primary of the transformer in the plate circuit 
of the firat valve, the circuit. between the plate and filament in 
the valve itself has a high resistance and this transformer coil 
is connected in series with it ; therefore this primary should 
have a fairly high resistance. Here again the issue is complicated 
with the question of ratio of transformation ; shall the primary 
be fall wound to a resistance of 4000 ohms, or shall there be less 
turns on it, involving less resistance, in order to get a larger 
step-up effect to the secondary or to reduce the size ? 

In Amplifiers with which the author has .had experience the 
primary is wound to 2000-3000 ohms, Similar reasoning applies 
to the primary of the second inter-valve transformer, and to the 
primary of the telephone transformer in the plate circuit of the . 
last valve. 

As regards the secondary of the first transformer the pulses of 
potential induced in it are applied across the grid-filament of 
the first valve. The resistance between the filament and the grid 
is very high ; with negative potential on the grid it can be infinity 
and as the grid potential rises it falls to about 25,000-30,000 ohms 
so that a grid current flows. The necessary potential effects in 
the secondary of the transformer are obtained by making it with 
many turns of fine wire {such as No, 46 S.W.G.), winding it to a 
resistance of 20,000-30,000 ohms. Apart from questions of ratio 
of transformation, or number of turns, the high resistance of the 
secondary, -with the high resistance of the grid-filament circuit of 
the valve, ensures that the current in this circuit will bea minimum ; 
this is an advantage as it means that the secondary coil may be 
of very fine wire leading to compactness in design ; it also means 
better transformation effects, since a current in the secondary 
would be opposing the effects of the current in the primary. 

Similar considerations apply to the secondaries of the inter- 
valve transformers which should all be wound to a resistance 
of 20,000-30,000 ohms. In one Telefunken L.F. Amplifier the 
secondaries were wound to 36,000 obma. The secondary of the 
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last, or telephone, transformer is generally arranged for step- 
down effects ; it therefore haa a low resistance in order that low 
resistance telephone receivers may be connected to it. Thus if 
two 60-ohm ear-pieces in series are employed the resistance of the 
secondary should be of the order of 120 ohms. 

In L.F. Amplifiers as designed at present it vdll be found that 
the resistances of the transformer windings depart very much 
from the values ^ven above ; thus in one 3-vaIve amplifier the 
primary of the first transformer has a resistance of 950 ohms with 
five tappings, the value of the first being only 11 ohms. The resist- 
ances of the primaries of the infcervalve transformers are 1600 and 
2000 ohms respectively, whilst that of the telephone transformer 
is 1600 ohms. Similarly the secondaries of the first three trans- 
formers are only wound to a resistance of 10,000 ohms approxi- 
mately. These values are probably chosen partly to economise 
material and keep the transformers small, partly because reliance 
is placed more on transformer ratio than on resistance values. 
The first low resistance tapping on the primary of the first trans- 
former is only suitable for use on a low resistance induction loop. 

In another Amplifier which gives very good results the resist- 
ances of transformer windings are as follows : — 
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The ratio of transformation cannot be judged by the resist- 
ances of the primary and secondary, since they may be wound 
with wires of different gauge. 

The ratio of transformation has varied in different Amplifiers 
designed up to the present ; foe the first three transformers it has 
been approximately 1 : 3'5 in one case, 1 : 4 in another, 1 : 5*5 in 
a third. These were Amplifiers of British and French manufacture, 
whilst in the two- valve Telefunken -Amplifier employed by the 
German Army in 1916 the first transformer had a step-up ratio 
of 1 : 20 and the second one a ratio of 1 : 18. Judging from the 
results obtained it is probable that a ratio of about 1 : 5 is 
suitable tor use with French valves. 

The tappings on the primary of the first or line transformer 
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enables us to choose a suitable ratio, which -will to some extent 
depend on the strength of the in-coming signals. 

Theoretically the square of Wt« ratio of transformation for any 
of Uw transformers shovld be equal to the ratio of the resistances of 
the circuits to which the windings of the transformer are connected. 

Thus for an intervalve transformer the square of the ratio of 

transformation should be equal to - , where r^ is the reaistance 

between the plate and filament in the valve, and r, is the resistance 
between grid and fila- 
ment. The resistance of 
the plate circuit of a 
valve on a L.P. Amph- 
fier adjusted for best 
working is from 25,000 
to 40,000 ohms and that 
of the grid circuit ma^ 
be 200,000 ohms or much 
higher, so that a ratio of 
I : 5 is not theoretically 
enough. However, there 
are other considerations 
to be taken into account, 
such as the avoidance of 
capacity effect and con- 
sequent parasitic noises, 
and in practice a ratio 
of 1 : 6 is found to give 
satisfactory results. As 
regards the cores of the 
transformers these should 
be laminated, and of some 
good quality of iron or iron alloy (such as stalloy), which has low 
hysteresis loss. The cores may be of open type, i.e. straight 
cores of iron wires, or of closed type with complete iron paths 
for the magnetic circuit. The latter type is the more efficient 
magnetically and can be made very small and light ; an example 
of this type of transformer is shown in Kg. 51. 

As regards the valves it has been explained that the relaying 
or amphfying action takes place because weak line currents 
produce potential changes on the grid which cause pulses in the 
plate circuit current. The pulses in the plate circuit current, 
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whether of increase or decroaao, must be in exact ratio with the 
■weaker pulses of current in the line ; if the effects on the plate 
circuit were greater in one direction than in the other distortion 
of signals would result. Thus the characteristic curve, showing 
the plate current plotted against grid potential, should be a 
nmform sloping line ; at least at that part of it on which the valves 
are functioning in an Amplifier. 

In the diagrams of L,F. Amphfiers already given it will be 
seen that the grids are connected to the iUaments through the 
secondaries of the transformers, therefore normally the grids are 
functioning at potential with respect to one end of the fila- 
ments ; referring to the characteristic curves of French Tjalves 
given in Pigs. 7 and 8 it will he seen that the valves in an Amplifier 
should function at the points marked A on the curves, and that 
about this point the curves are uniform sloping lin^. On the 
curve in Fig. 7, corresponding to 3 volts appUed to the filament, 
the valves would not function in a L.F. Amplifier at the point 
Ai corresponding to grid potential, since pulses of grid potential 
will not cause imiform pulses of plate current about this point. 
Again it will be noted that on the' curve corresponding to 3-5 
volts on the filament and 48 volts on the plate the plate current 
at point A is 1-6 milliamperw ; this is the steady current in the 
plate circuit when no signals are coming in. Pigs, 7 and 8 show 
that if the voltage on the filament or the voltage on the plate ia 
reduced this value of plate current will be reduced, and therefore 
the plate circuit battery will last much longer. 

Thus it is an advantage to work on as low a curve as possible 
so that the lives of the batteries may be prolonged, provided 
that the carve on which the valves are functioning is uniform 
about zero grid potential. It will be noted that by reducing either 
the filament or plate voltage the steepness of the curve falls off to 
some extent ; this means that there is less change of plate current 
with change of grid potential, and consequently reduction of 
amphfying effect. Thus a reduced voltage leads to battery economy, 
and as long as good readable signals are obtained battery economy 
is of as much importance as amplification factor. 

The steeper the plate current curve on any plate voltage or 
fiJament voltage the greater will be the amfilitude of the pulses 
obtained with pulsing grid potential, i.e. the greater the am ihfica- 
tion ; this steepness of curve depends on the design of the valve. 
In 1916 the author tested various designs of valves; some were 
not at all efficient in L.F. Amplifiers because their characteristic 
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curves were very irregular, or had a, poor angle of alope ; for 
example the curves of some of the earlier valves employed by 
the Germans in the campaign, which are illustrated in Chapter X., 
are very poor compared to that of the French valve. 

Referring to the curve correaponding to 3'5 volts on the 
filament in Fig. 7, suppose that normally the grid is not at zero 
potential compared to the filament, or raMior that end of the 
filament to which it is coimected, but that it ia at — 2 volts with 
respect to the filament. The plate current when no signals are 
coming in is now only 0-96 milliampere instead of 1-6 milliamperes 
at the point A, ai^d the curve is still of miiform slope in both 
directions about th^ point. 

Thus if a small negative potential is put on the grid a valve 
will take less plate current and still operate efficiently as an 
amplifier, provided it is not made to function too near the bend 
of the curve where signals would be distorted. This reduction 
of plate current economiaes the plate circuit battery and makes 
the whole system more efficient. Another advantage of the use 
of a small negative potential on the grid is that it reduces to a 
very small value the current in the grid circuit, and brings it to a 
value which ia nearly constant for slight changes of grid potential. 
Thus the secondary of the transformer which carries it can be 
wound of thin wire without any undue potential drop ; also the 
potential drop is constant so that variations of grid potential will 
depend more definitely on variations of current in the primary. 
The demagnetising effect of the secondary current and its 
consequent distortion effect are reduced to a minimum. 

The necessary negative potential on the grids can be easily 
arranged ; instead of coimecting the grids thtou^ the secondaries 
of the transformers dire'ctly to the filaments they are connected 
through a cell, the positive terminal of which is connected to the 
filaments ; if a Dry Cell is used this will make the grids about 1'4 
volts negative with respect to the filaments. 

A diagram of a 3-valve amplifier arranged in this way is 
given in Fig. 52, where the grid connections are shown dotted for 
clearness. Since the grid circuit currents are now very small the 
dry cell, shown at A in Fig. 52, will last a long time before it 
requires replacement. One line terminal of the primary of the 
first transformer is connected to the negative leg of the filament 
circuit. It is sometimes a great advantage to have a L.F, amplifier 
so arranged that the firat valve can be made to function as a 
detector, or rectifying valve, if so required. A good example of 
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this is the amplifier known as Modele 8ter designed at the French 
Military Establishment in Paris ; a diagram of this amplifier is 
given in Fig, 5S, 

It is fitted with three fine terminals, Lj, Lg, and L3 ; Li and 
Lo are for comieetion to a wireless receiver circuit, but when the 




amplifier is employed on an earth base to receive signals through 
the earth (Telegraphie par Sol), and on telephone lines, the base ia 
connected to the terminals L^ and Lg. Therefore the instru- 
ment can be used efficiently in the following three ways : — 

(1) As an amplifier for weak earth or telephonic currents ; 
tnm switch to B.F. (Basse frequence) and connect the lines to 
Lj— L3, Switch ] connects the lines through a portion of the 




primary of the transformer, which portion has a suitable low 
resistance. Switch 3 connects one end of the secondary to the 
grid of the first valve, the other end being connected to the 
filament. 

(2) As an amplifier of telephonic pulses in a wireless receiver 
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which have been already rectified by a crystal or other detector ; 
turn switch to B.F. and connect telephone tenuiuals on the , 
receiver to Lj— L^ (T.S.P.) ; then the whole of the transformer 
primary is in ciicait and it has a resistance suitable for this 
connection, the grid still being connected direct through the 
secondary to the filament, T.S.F. represents Telegraphie sans 
FUs, and T.P.S. is Telegraphic par sol. 

(S) As a detector and L.F. amplifier on a wireless receiver 
"circuit ; torn switch upwards and connect Lj— Lg (T.S.F.) across 
the wireless receiver circuit. Then the first transformer is cut 
oat altogether, L^ is connected to the positive end of the filament, 
and L2 to the first grid in series with a small leaky condenser. 
This makes the first valve act as a detector, £be other two still 
amplifying the low frequency pulses. . 

The Telefunken Company produced a 2-valve amplifier (Type 
B.V. 89d), for connection to a wireless receiver which was employed 
by the Germans in the campaign ; a diagram of its connections 
is given in Pig. 54. 

A point of interest in this amplifier is the use of iron wire 
baretters in series with the filament resistances, Bt and B^. 
These baretters consist of httle coils of iron wire enclosed in 
hydrogen in a glass tube ; they are similar to those formerly 
employed in series with the filaments of Nemst lamps to keep the 
filament current steady even if the applied voltage fluctuates. The 
resistance of iron wire increases with its temperature, so that if the 
battery voltage rises„and the current in the filament circuit tends 
to increase, the resistance of the iron wire (raised in temperature 
by the current) increases, and so increases the drop of potential 
in the wire. The reverse action takes place if the battery voltage 
falls. Thus the use of these iron wire baretters in series with the 
filaments tends to keep the filament current and temperature 
constant ; it ensures the possibility of having steady working of 
the valves on batteries whose voltage may vary, such as £<hson 
accomolators which were largely used by the Qermans. 

When the filament current is flowing the -resistance of the 
baretter is about l'7d ohms and of the series resistance about 
3*5 ohms. Thus with 5 volts applied the current will be about 
0-dS ampere and the voltage on the valve filaments about' 2-6 
volts. These are the proper values for the A.E.G. type valvet 
which were used in this amplifier and which are described in a sub- 
sequent Chapter. 

The transformers had open cores of iron wire, and were shielded 
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from all external magnetic and electric inductive efFects by totally 
enclosing them iii concentric cases of iron and brass. 

It will be seen that there are no adjustments to make once 
the proper values of plate and filament voltages have been chosen. 




oo — I 



When the change-ovec S'witch is closed up-wards thp telephones 
are connected directly to the wireless receiver circuit and the 
hghting batteiy of the valve filaments is switched off ; when the 
switch is closed downwards the battery circuit is completed and 
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the receiver circuit ■ connected through the transformers and 
valves to the telephone receivers. The receivers were single 
ear-pieces of 2000 ohms resistance. 

Owing to the design of the valves used in this amplifier its 
action was very steady with an absence of microphonic noise 
effects ; alao since the valves took a very small plate current the 
H.T, battery was a light and compact one of 90 .volts without 
tappings. However this instrument did not give as good signal 
amplification as those used by the i'rencb and British military 
ser\'ic^, even when French valves were used in it on their 
proper voltage. 

Low Frequency Amplifiers have the disadvantage that they 
amplify all effects due to parasitic currents or discharges, and the 
noises thus set up in the telephone receivers considerably interfere 
with the reception of signals. When an amplifier is employed on 
an earth base, to pick up signals from power buzzers by earth 
conduction currents, much trouble is often caused by stray earth 
currents or atmospheric discharges. 

During the campaign in France static discharges were very 
prevalent in the hot summer months and at times made it quite 
impossible to read signals in an amplifier on an earth base. The 
effects of ordinary stray earth current, due to unequal earth 
potentials, can to some extent be eliminated by introducing an 
opposing E.M,F. in the earth base, for which a potentiometer is 
convenient, but this is of no service when discharges are taking 
place from the earth's surface into the atmosphere. Methods of 
eliminating noises due to stray currents or discharges will be 
described in Chapter XV- 

When an Amphfler is connected to a wireless receiver parasitic 
noises will be set. up by atmospheric discharges, battery leakage 
currents, local action in the H.T, battery, imperfect connections, 
and stray capacity or induction effects. Much of the trouble 
caused by irritating noises in the amplifier receivers can be traced 
to faults in the apparatiu or carelessness in connecting up ; by 
taking proper precautions it is generally possible to greatly minimise 
the effects. 

Atmospheric discharges are always recognised by crashing 
noises in the telephones ; it a continuous boiling noise is heard it 
is probably due to leakage, local action, or other fault in the H.T, 
battery, which should be examined and if necessary replaced. 
Frying or whistling noises may arbe from unequal potentials in 
the metal parts of the instrument such as transformer cores and 
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the metal cases of telephone receivers ; to obviate this trouble 
all the cores and metal work are connected together and connected 
to the positive terminal of the H.T. battery in some French 
designs of amplifiers. Where this ia not done a high-pitched 
whistling noise is often heard if the metal cases or head bauds of 
the telephones are touched ; this is because the capacity of the 
body is setting up unbalancing effects which are causing inter- 
oscillations in the valve circuits. . Again, whistling noises will 
generally result if one or both of the lineg of the amplifier are 
broken or disconnected, whether it is used on an earth Imse or 
on a wireless receiver, and if persistent whistling is heard one of 
the first things to look for ia a broken connection. When the 
amplifier and the valve potentials are adjusted for most sensitive 
working, with some valve designs, the circuits are just on the 
point of interoscUlating, so that if the damping effect of the line 
or wireless receiver circuit is disconnected they inter oscillate 
freely with consequent whistling. 

Whistling or other noises may be caused by the fact that the 
comiections to the telephones, lighting battery, oi H.T. plate 
circuit battery are touching each other ; care should therefore 
be taken to have all connecting wires as short as possible, and 
symmetrically laid out so that they are not lying across each 
other. All connections should be firmly made and precautions 
taken that no masses of metal are near the amplifier. In damp 
places the amplifier> and the battery should be supported on 
insulating material such as dry wood, glass, or porcelain ; also 
the operator should avoid standing on damp soil, damp wood, 
or metal. 

With some valve designs there is a microphonic effect in L.F. 
amplifiers so that the shghtest jar given to the apparatus, such 
as tapping it with the finger or even walking near it, is strongly 
magnified in the telephone receivers. This is very apparent where 
French valves are used ; it is mainly due to the non-rigidity of 
the grid which causes it to vibrate with the slightest movement ; 
this sets up pulsing effects in the plate current which therefore 
reproduces in the telephones the cause of the vibration. This 
microphonic effect may be used as a test for the proper adjustment 
of the apparatus, since it is only strongly apparent when the valve 
eironits are adjusted for most sensitive working. 

It will often be found that changing the order of the valves 
in the amplifier improves the signals, either because they fit 
better in the new sockets, or because of some slight difference 
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in their characteristic curves which makes one more suitable 
to employ as No. 1 valve than another. Again, with those ampli- 
fiers in which one line terminal is connected to the filament circnit 
as in Fig. 52, it will often improve signals to reverse the line 



Attention may again be drawn to the proper adjustment oi 
filament and plate voltages ; the beat values to employ will alwayii 
depend on the design of the valves used, but generally the lower 
the filament voltage the less the H.T. volts required for maximum 
sensitivity. Excessive voltage in either circuit only gives harsh 
and broken signals, and means a wasteful use of excessive battery 
current. Parasitic noises can be decreased by reducing the L.T. 
or H.T. battery volts, or by reducing the number of valves in 



The most inteUigent and economical adjustment of an amplifier 
and its batteries is that which will give signals which can he 
comfortably read rather than loudest possible signals ; this 
apphes more particularly to the amplification of speech. 

The current taken from the H.T. battery at SO volts is approxi- 
mately three times that taken at 25 volts, in an amphfier of the 
type shown in Fig. 60, and it may well be that 26 volts on the 
plate gives as satisfactory results as 50 volts. 

Before leaving the question of the amplification of signals 
in a wireless receiver it may be useful to consider the suitable 
employment of High Frequency and Low Frequency Amplifiers. 
Amplification ia required for either of two reasons : — 

(1) To make weak effects strong enough to give readable 
signals. 

(2) To strengthen signals so that they can be read through 
the interference of external noises or of other jamming signals. 

Generally one may say that for long distance work, when the 
oscillations set up in the receiver circuits by the ether waves 
are very weak, it is best to amplify them first by means of an H.F, 
Amplifier before rectifying them through a crystal or other 
detector ; it necessary a L.P. Amphfier can then be used behind 
the detector. Where a valve is used as the detector it can be 
arranged to give H.F. amplification through the medium of a 
reaction coupling in its plate circuit, as has already been explained, 
and if the plate circuit is tuned a good selectivity with absence of 
jamming is obtained.. If two valves are coupled in cascade by 
timed circuits to give H.F. amphfioation the tuning is very sharp. 

On the other band, if the object is to obtain signals loud enough 
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to be read through interfering noises low frequency amplification 
will be sufficient, but care should be taken tjiat the wireless 
receiver circuits are suitably designed for use with the Amplifier, 
Capacity effects should be reduced to a minimum ; where there 
is a coupled closed circuit it should be tuned mainly by tappings 
on the inductance coil, with a variable shunt condenser whose 
maximum capacity is very small, such as the Billi Condenser 
employed by the Marconi Company. 

The simplest amphlying arrangement, and one that will serve 
most purposes except very long range reception, is to employ 
three valves ; the first arranged to act as a detector and give 
H.F. amphfication through the medium of a reaction coupling 
of its plate circuit, the second and third valves arranged to give 
L.F. amphfication, with transformer coupling from the first to 
the second and from the second to the third. 

It is no recommendation of an amplifying arrangement to 
say that it gives signals which can be read in the next room ; 
such a result only means deterioration of telephone receivers and 
waste of battery power. An amplifier is an arrangement which 
will strengthen up weak or inaudible signals so that they can be 
comfortably read, even through some jamming. 



QUESTIONS ON CHAPTER VI. 

1 . Draw a du^ram of the oircnits of a 

2. In a L.F. amplifler which is the be 
nection to the nrid circuit f 

3. What difference.doeB it make if the plate circuita of a L.F. amplifier are 
completed to the positive end or the negative end of the filament hattcry T 

4. On what part of the plate current curve should the valves in a L.F. amplifier 
function ? Give reasons for your answer. 

5. What will be the effeot in a Low Frequency Amplifier if ? — 

(o) The plftt« circuit battery is in bad condition 

(6) The valve grids are not of rigid deaign. 

(c) One lino connection is broken. 

((f) Cormeeting wires are long and lying close together. 

6. Write a short account of the considerations which govern the design of the 
traosforraera used in a L.F. amplifier. Why has it been suggested that the 
primaries and seoondariea of these transformers should not be wound closely over 
each other on the cores ? 

7. A fresh adjustment of the plate potential in a L.!F. amplifier should generally 
bo accompanied by a fresh adjustment of the iilament rheostat. Why is this t 

fi. Compare the advantages and disadvantages of olo3e<1 and open transformer 
cores in L.F. amplificis. 
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CHAPTER VII 

HIGH FREQUENCY AMPLIFIERS 

A High Frequency Amplifier is generally taken to denote 
an apparatus by which oscillation amplitnde is built up, before 
rectification and subsequent "Note" or "Pulse" amplification. 
They have been called Ultra-Magnifiers, probably derived from the 
word Ultra-Audion used by De Forest in connection with an 
Audion valve circuit used by him. 

High Frequency Amplifiers are only required for very weak 
signals ; fairly strong ones can be amplified sufficiently - after 
rectification, whereas very weak oscillations may be damped 
out altogether in an attempt to rectify them. Thus the most 
successful design will be one which has a greater amplifying 
effect on weak signals than on strong ones ; this will have the 
advantage that the weak signals can be strengthened up without 
accentuating the jamming effect of stronger signals on the same 
wave length. 

It has been described in Chapter VI. how weak current pulses 
of acoustic or telephonic frequencies may be amphfied by valves 
in cascade, coupling the plate circuit of one valve to the grid of the 
succeeding one by means of an iron core transformer. It is possible 
to use a similar method for the amplification of high frequency 
oscillations ; the cores of the transformers would have to be built 
up of very thin laminations, and the windings would each consist 
of single layers of few turns. Unfortunately with such a method 
trouble is experienced on short wave, or high frequency, work, 
owing to the accentuated effects of parasite capacities.; for this 
reason iron core transformers have not been successfully employed 
in High Frequency Amplifiers. 

The French Wireless Military Staff at Paris, under General 
Ferrie, has devoted much attention to the design of H.F. Ampli- 
fiers using French valves in cascade ; one of the methods adopted 
will be explained with the aid of Pig. 65. Weak oscillations set 
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ap in a receiver circuit are applied across the grid filament of the 
first valve at the terminals Ti, Tj, the plate circait including a 
high resistance ab. of about 50,000 to 80,000 ohms. The weak 
oacillationa of grid potential vrill cause oscillations in the plate 
current Cp, therefore in the potential drop (CpE) across ah. 
Thus oscillations of the potential at the point (o) ■will occur, there- 
fore of the plate ot the small condenser K connected to it ; 
oscillations of the potential of the other plate of the condenser 
and the grid of the second valve -will therefore be induced, so 
that the oscillatory effect is stepped np from the first valve to the 
second. 

If a leaky condenser is included, as shown, in the grid circuit 



5 n 




<j y 


fr^) ■— Ihfr ,1 




X 'Y 




-|||||H^ 


Ji- 






■of the first valve it may act as a detector, giving a slow variation 
of potential in ab, at telephonic frequency, proportional to the 
square of the amplitude of the oscillations applied to the grid. 
In practice a leak will be necessary to keep the grid at a mean 
potential, the leak being connected from the grid to one leg of the 
filament. The resistances marked 5ii in Fig. 56 are leaks across 
the grid circuits of the valves. 

The amplifying effect on the oscillations will preponderate 
for weak signals, the low frequency effect with rectification will 
be greatest for strong signals. 

Referring to the valve curve shown on the right ot the Fig. 55, 
it will be fairly steep if about 80 volts are applied to the plate. 
If the valve is made to function at point A on the curve it will 
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rectify, bat better results are obtained it the valve is worked 
at point C. If the valve is winked at points B or D weak oscil- 
lations of grid potential will batise oscillations of plate current, 
«nd rectification is negligible, unless the oscillations of grid potential 
bring it, at each half cycle, past the point where grid current starts. 
This will only occnr with strong signals. Point D corresponds to 
zero potential of the grid with respect to the filament, i.e, the 
first grid would not have a leaky condenser in series with it, and at 
this point the steepness of the curve ensures good amplifying 
effect on the oscillations set up in the plate circuit. 

We must here consider the factors which govern the values 
of the resistance B, connected in series in the plate circuit, and 
the condenser K, in seri^ with the succeeding grid. If E is the 
resistance of ah in Fig. 55, and r the resistance between the plate 
and filament in the valve, the total resistance of the plate circuit is 
approximately (R + r) ; thus if ij, is the change of plate current 
canaed by a change of grid potential V^ the change of potential 
in the plate circuit is ip(E -\-r). This change of potential is equal 
to F Vj, where F is the voltage amphfying factor of the valve. 
Since the change of potential, ip{B + r), in the plate circuit should 
be localised as much as possible in the portion of the circuit at, 
its resistance R should be very large compared to r. Under 
reception conditions, with about 4 volts on the filament and 80 
volts on the plate, r is of the order of 20,000 ohms, therefore R 
should be of the order of 80,000-100,000 ohms. The resistance 
R must not be made too large otherwise the plate current will be 
unnecessarily reduced. 

As regards the condenser K, it has to transmit the oscillations 
of potential from the plate of the first valve to the grid of the 
succeeding one, by experiencing oscillating charge and discharge 

effects ; therefore its reactance ^^r-f^ should be small compared 

with that of the leakage path f , which shunts it. The shorter the 

wave length the higher the frequency, and the greater will be n-jr? 

unless K is reduced ; thus the shorter the wave length the smaller 
should be the capacity of K, its value at any time being propor- 
tioned to the resistance rj of the shunt across it. If this resistance 
is 4 megohms K can be about 0-00005 mfd. for a frequency of 
1 00,000, or wave length of 3000 metres ; for a lower shunt resistance 
or a shorter wave length K should have a smaller value. 

It is seen that this arrangement of a valve, with a grid condenser 
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Bbnnted by a leak, will be able to prodnce rectification wben the 
oscillations aie strong enongb to bring the point of f iinctiooing, as 
r^arde grid potential, to a snitable part of the cbaracteristio curve. 

Therefore each a cascade arrangement of valves will have 
rectifying properties as well as giving amplification of the oscil- 
lations. It has the advantage of avoiding parasitic effects and 
noisee ; it also ampli&es weak oscillations better than strong ones 
snch aa might be caused by atmospherics. For these reasons it 
is pcwsible to employ more valves in cascade than are practicable 
in Low Frequency Amplifiers. 

A simple 3- Valve Amplifier, designed on these principles by the 
French Mihtary Service, is shown in Fig. 56, and requires no further 
explanation. Attempts have been made to design such an amplifier 
with choke coils instead of non-inductive resistances in the plate 




Fio. 56. 

circuits. The coils were wound to a resistance of about 1200 ohms, 
with fine wire on an open laminated iron core so that they had a 
high inductance (L). The impedance of a choke coil to alter- 
nating current ia \/{-lvfL)^ + K^ ohms. 

One disadvantage of their use is that the impedance varies 
with the frequency (J) and therefore with the wave length ; another 
is the difficulty of making coils of equal impedance, and any 
inequality will lead to unbalanced effects in the plate circuits. 

It is, of course, possible to use a Low Frequency Amplifier 
after the High Frequency Amplifier, and the French MiHtary 
Authorities have designed a combined amplifier as shown in Fig. 
57. In this arrangement the first five valves act as a high 
frequency amplifier, the sixth as a detector, and the last two as a 
low frequency amplifier. 
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By means of switch Sj the telephone transformet can be 
connected into the plate circnit of the 6th, 7th, or 8th valve, so 
that the 7th or 8th valve, or both, need not be employed onless 
desired. K is a very small condenser effect consisting of a movable 
vane, connected to the grid of the 1st valve, and two fixed vanea, 
one of which is connected to the plate of the 3rd valve while 
the other can be connected through switch Si to the plate of the 
3nd, 4th, or 5th valve, or to the filament terminal of the Ist valve. 
This provides a capacity reaction which, when suitably adjusted, 
can be made to greatly increase the strength of signals ; it can 
also be used to set up oscillations in the valves so that C.W. 
reception becomes possible. The best reaction connection will 
generally depend on the wave length of the receivod signals. 

The action of this condenser reaction is very simple ; consider 




the instant when the incoming oscillations cause a rise of grid 
potential of the first valve ; this will increase its plate current, 
therefore -will increase the ohmio drop of volts Cp(R + r) in the plate 
circuit, and the plate potential falk. This faJl of plate potential 
induces a fall of grid potential in the second valve through the 
series grid condenser. The plate current in this valve will there- 
fore fall and the plate potential will rise ; a similar action being 
repeated from valve to valve. 

We might tabulate the results for four valves as follows : — 



Grid Potential. 
Plate current. 
Plate Potential. 



IncreaM. i Decreaae. 
tncrea.<to. Decrease, 

Decrease. Increase. 



Increase. 
Increase. Decrease. 

Increase. 



DigiLizedbyGoOglc 



124 TEXT-BOOK ON WIRELESS TELEGRAPHY 

The increase of energy in the last plate circuit -will mainly 
be employea, through the telephone receivera or transformer- 
included in its circuit, to vibrate the telephone diaphragms. Jf, 
however, a small portion of it is transferred to the grid of the 
first valve, by means of a condenser reaction, this will give increased 
grid potential effects, to be again amplified through the successive 
valves. Thus the amplification effect is much increased by the 
use of this capacity reaction. A httle consideration of the phase 
relationships will show that if the first grid is coupled by means of 
a small condenser to its own plate, or the plate of the third valve, 
the potential effect on the grid will be decreased and the amplifi- 
cation lowered, for the potential effects on these plates is a decreasing 
one when that of_the incoming oscillations increases the potential 
of the grid. In practice the phase relationships are not exact 
owing to parasitic capacity effects, so that it is often possible to 
increase amplification by reaction from the third plate to the first 
grid. 

On any wave length or frequency, and for any strength of 
signal, the amplifying effect of ),he reaction will greatly depend 
on the value of capacity employed ; this imphes that the reaction 
condenser should be a variable one with a maximum value of about 
0-00005 mfd. When experimenting with a 3-va!ve Amplifier 
Capt. K. Tremellan noted the increased strength of signals obtained 
when he simultaneously touched terminals connected to the first 
grid and the last plate. He replaced the capacity effect of his body 
across the grid and plate by that of a yard of 35/40 twisted 
flexible cable, and found that the small capacity of the flexible 
cable was sufQcient to greatly increase the ampUfying effect of 
the instrument. About the same time the author noted the same^ 
effect, obtained by connecting the first grid and last plate through 
the body, and found that the body could be effectively replaced 
by the reaction of a 1 -megohm resistance. 

It is possible by means of the capacity reaction to make the 
valve amplifier generate oscillations. We have seen in Chapter V. 
that a valvewill generate oscillations if its grid and plate are suitably 
coupled by means of a condenser ; in the preceding paragraphs - 
it has been explained that if the 2nd, 4th, etc., plates are coupled 
through a small condenser to the first grid a portion of the oscil- 
lating energy in the plate circuit is transferred back to the grid. 
It passes through the instrument, is amplified, and passed back 
again to the first grid ; oscillations are therefore built up. If the 
capacity of the condenser is of suitable value oscillations of E.M.I''. 
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will be induced in the coil of the receiver circuit to which the grid is 
connected ; these will be sufficient to Bustain the osciUations and 
so cause continuous generation. Theoretically, to sustain these 
oBcillationa, it is the plate of the'^2nd, 4th or other even number of 
valve which should react back on the first grid through the 
condenser coupling, but owing to parasitic effects it will be 
found that oscillations may be sustained by a reaction from any 
valve except the first ; indeed, under certain conditions of applied 
potentials with some valve designs they may be suatained without 
any specially added reaction effect. 

As the value of the reaction condenser is increased from zero the 
Btrengtb of spark signals will increase, and at a certain critical 
value they will be found to become hoarse, showing that the valves 
are generating into the receiver circuit. The frequency of the 
generated oscillatious will be that of the receiver circuit as modified 
by the added capacity effects of the amplifier. With such an 
amplifier it is therefore possible to heterodyne and receive C.W. 
signals on any receiver circuit. 

As regards spark signals it was pointed out in Chapter IV. that 
if a receiver circuit is fitted with a valve detector, whose plate 
circuit reacted back to give H.F. amplification, the arrangement 
was most sensitive when the valve was on the point of generating 
oscillations. With a H.F. Amplifier of the design under discussion 
the reaction condenser can be adjusted for reception of spark signals 
BO that the system is on the point of generating oscillationa ; it 
will then be in the most sensitive condition. For reception of 
C.W. signals the reaction capacity is increased in value until the 
system is actually generating oscillations, and adjustment of the 
tuning of the receiver will then form heats with the incoming 
signals, the oscillations in which will be rectified by the 
Amplifier. 

Bemarkable results have been obtained with such an Amplifier 
even without an aerial or earth connection. For long wave stations , 
such as- Coltano, Leipsic, Lyons, etc., it is only necessary to 
connect the amplifier across a coil of suitable inductance, shunted 
by a tuning condenser, and the signals can be increased or decreased 
by orienting the coil with respect to the distant station. For use 
with these amplifiers General Ferrid employs a " cadre," that 
is to say a star framework of wooden arms to which several turns 
of insuUted wire are attached by means of smaU porcelain insu- 
lators. The number of tums luid mean diameter of the coil 
depends on the wave length ; the tmms are spaced about an inch 
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apart, and the whole is mounted on e, pivoted Hupport, so that the 
plane of the coil can be oriented in the direction of the station it is 
desired to pick up. 

It waa early found with High ftequency Amplifiers, sach as 
those shown in Figs. 56 and 57, that the resists were only good on 
long wave lengths. The poor results on short wave lengths are due 
to the capacity effects in the valve itself. Eeferring to Pig. 56 
a step-up of oscillating voltage on the grid of the second valve is 
due to the oscillating potentials across the 80,000 ohms resistance 
in the plate circuit of the first valve. This oscillating potential 
depends directly on B, the resistance introduced into the plate 
circuit, and inversely on the capacity of the plate and its con- 
nections ; anything which reduces B or increases the plate capacity 
reduces the oscillating potential. 

Now the capacity between the grid and filament of the second 
valve is in parallel with R, and in an ordinary French valve, 
where the grid and filament lead-in 
wires run parallel to each other, down 
the stem, this capacity is probably of 
the order of 0000015 mfd. when the 
valve is lighted. The reactance of 

capacity is ^-jfr ohms and it is seen 

that the shorter the wave length or 
the higher the frequency, the smaller 
will be this reactance. It is in parallel 
with the 80,000 ohms, hence, if small, 
it will seriously lower the impedaHce 
of this portion of the circuit, and thus 
lower the oscillation of potential 
across it. In fact for short waves 
there may be no advantage, and at 
higher frequencies there may be a 
step-down effect, bringing about a 
reduction of signals. This is one 
reason why parasites of high fre- 
quency, or local signals of compara- 
Yia f 8 tively short wave length are not much 

amplified by this kind of apparatus. 
The French Wireless Service tried to get over the difficulty 
by bringing out a special design «f their valve which is shown in 
Fig. 68. Here the capacity effects have been reduced by keeping 




DigiLizedbyGoOglc 



HIGH FREQUENCY AMPLIFIERS 



127 



the lead-in wires to the plate, grid, and filament well apart. Tbeae 
valves were employed in a 4-valve High Frequency Amplifier, 
designed for use on waves as short as 200 metres. 

A diagram of the amplifier connections is shown in Pig. 59, 




and it is seen to be similar to that shown in Fig. 67 which, using 
ordinary French valves, was found to be sliitable for u88 on long ' 
wave lengths. The design of the eondenaer K is interesting, and 
18 iDustrated in Fig. 60 ; at each side there are three fixed plates 




of brass 3|x7 cms., and 1-5 mma thick. Two similar movable 
brass plates are mounted on an ebonite arm, at the other end 
of which is fixed a mass of lead connected to the negative 
terminal of the valve filaments. [The air-gap between the plates 
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is approximately 1 mm., so that the capacity effects in this con- 
denser are extremely small. 

The use of the milliammeter M m the plate circuit of the 
l^t valve ia interesting ; for a certain setting of the variable 
reaction condenser, K, the amplifier generates oscillations, and thus 
can be used to receive C.W. signals by the beat method. Normally 
the plate current taken by the fourth valve, as read on the ammeter, 
is 1*8 milUamperes, but when the amphher generates oscillations 
this current is reduced, owing to the reduction of grid potential 
when grid current flows. Signals are best when the valves are 
just oscillating so that, as the condenser is varied, an inspection 
of the milhanmieter will show the point where the plate current 
falls and thvB indicate the reaction adjustment which seta up 
oscillations. 

Spark signals are received with their natural tone if the 
apparatus is not oscillating, and will be heterodyned with increase 
of strength if the reaction is adjusted to promote oscillations. 
For wave lengths above 500 metres it ia best to leave S^ open and 
close 32, oscillations can then be started by varying condenser 
K. If it is desired to receive spark signals without heterodyning 
any oscillations in the amplifier can be stopped by closing switch 
Si on the contact Pj, thus reacting between the plate and grid of 
the first valve. 

For waves shorter than 500 metres it is best to leave switch 
Sg open ; generally also with S^ open the system wiU oscillate and 
heterodyne by adjustment of condenser K. It may, however, be 
necessary to close switch Bi to the second plate, in which case the 
system will oscillate when the moving vane of the condenser is 
to the left or the right, and will cease to oscillate when this vane 
is in a midway position. As a matter of fact the results with this 
amplifier on short wave lengths were not much better than when 
ordinary valves were employed, and up to the present it has been 
found difficult to design a H.P. Amplifier which is efficient on short 
wave, high frequency, oscillations. 

The Amplifier is very silent, partly on accoimt of the new 
design of valve ; if necessary a Low Frequency Amplifier may be 
used behind it in the usual manner. It is very good for C.W. 
work, especially if the receiver circuits are well designed with high 
inductance and low capacity effects. 

An interesting 4-valve Amplifier, designed for the French 
MiUtary Service, ia shown in Fig. 61. It wiJl be seen that it is an 
elaboration of double magnification ; that is to say both the high 
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frequency osoUktions and the telephoDio pulses nndergo ainpli6* 
cation in the valves. 

In this Amplifier the oscillationB set up in the plate circuit 
current of the first valve act on the grid of the second valve through 
transformer A, and amphfication of these oscillations takes place 
auccessively in the second and third valves through the medium 
of the transformers B and C ■ In the fourth valve, which is arranged 
for rectification, low frequency pulses are sot up, and these are 
led back to be amplified in the second and third valves through 
the medium of the transformers D and E. These transformers 




(D and E) are shunted by small condensers which provide a path 
for the high frequency oscillations in the same circuits ; it is 
seen that a crystal or valve detector is not required on the 
receiver circuit with which this Amphfier is employed. 

The Amplifier is specially designed for use with a receiver 
working on a swinging frame coil instead of the usual aerial-earth 
connections ; thus if the receiver is connected to a coil consisting 
of two or more tnms of stranded cable, and about 12 ft. in diameter, 
(or side, if a square), very strong signals will be obtained. The coil 
can he erected indoors, and should be pivoted, because the direc- 
tional effect is very marked as the coil is swnng round into the 
plane of the transmitting station. The Amplifier gives better 
results than a Low Frequency one on wave lengths above 1000 
VOL. ij. K 
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metres, bnt for reasons already explained it ia not efficient on 
short wave lengths. 

Small valves, known aa the Q type and V 24 type, have been 
designed by Round and are employed by the Marconi Company 
on-valve receivers and amplifiers. They will be described in a 
suceeedmg Chapter.and for the present it will be sufficient to remark 
that the capacity effects in these valves are smaller than those in 
the French valve. They are therefore more siiitable for use on 
H.F. Amplifiers designed for short wave work. 

A H.F. Amplifier designed by Hound is shown diagrammati- 
cally in Fig. 62 ; it has four (or six) valves of the V 24 type in cascade 
giving high frequency amplification, followed by a Q valve to act 
as the final rectifier. The H.F. amplifying or ultra-magnifying 



valves are mterconnected by means of transformers with specially . 
designed and adjustable cores. These cores consist partly of iron 
and partly of copper aa. shown; they are all connected to one 
adjusting handle by which they can be moved. Inserting the iron 
of the core increases the inductance effects and inserting the copper 
of the core increases the capacity effects of the coils ; by having 
movable cores of this description it is possible to arrange that the 
amplifier gives its optimum effects at a given wave length, and the 
movement of the cores to some extent changes this wave length. 
The primary and secondary coils of the transformers are of No. 46 
silk -covered copper wire wound one directly over the other. 

It is seen that the grid potential of the first four amplifying 
valves Is adjusted by means of a potentiometer to work on the 
best part of the characteristic curve, and that of the Q valve ia 
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Beparately adjusted, or at zero potential as shown, where its recti- 
fying properties are good. 

A HJ. Amplifier is always found to be most sensitive at one 
given frequency, .or wave length, and the curve of sensitivity falls 
very sharply above and below this frequency. In the preceding 
paragraph a method employed by Bound to try a,nd have equal 
sensitivity for a certain range of wave le^igtha has been described. 
This method has not proved very satisfactory in practice as the 
tuning is accompanied by a loss of efficiency. Experience with this 
amplifier has shown that not much advantage is to be gained from 
the iron-copper cores on long wave work, and in sabsequent designs 
of long wave amplifiers the cores were discarded. In making the 
transformers it is essential to keep the capacity effect of the 
windings as small as possible, otherwise they neutralise the advan- 
tage of low capacity valves. 

This indeed makes it difficult to design a H.F. AmpUfier with 
transformer coupled valves for short wave working, and op to 
the present the problem of designing short wave H.F. Amphfiers 
has not been really solved. Short wave here refers to wave 
lengths under 200 metres, such as are employed on aircraft, the 
reception of which over long ranges is a matter of great importance. 

The H.F. Amplifiers now made by the Mareoni Company are 
not fitted with transformer cores of copper and iron, sensitivity 
being brought up by employing six ultra-magnifying valves instead 
of four. The amphfiers are designed for working on a definite wave 
length range, one being made for use on a range of 100-300 metres, 
another for use on 600-1200 metres, and so on. The latest pattern 
of Marconi H.F. Amplifier is shown diagrammatically in Fig. 63. 
There are six ultra-magnifying valves of the V 24 type and one 
rectifying valve of the Q type. The heating of the filaments is 
regulated by a rheostat, K, and the grid potential of the first 
six valves by a potentiometer, P. The infcervalve transformers 
have coils of special wire, wound on ebonite cores. The con- 
nections of the first six (V 24) valves are all similar to those 
shown for the first two. 

The Q valve rectifies best when the grid is directly connected 
to the negative leg of the filament — therefore it is not regulated 
by the potentiometer. It will be noted that the transformer 
windings which couple the V 24 valves are interconnected by small 
condensers K3, whilst the usual blocking condenser is connected 
across the primary of the telephone transformer. 

For short wave working the terminals AB are connected across 
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the inductance of the witeleaa receiver, A being connected to the 
aerial end and B to the earthed end. The Amplifier may also be con- 
nected acr(^3 a tuned circuit coupled to the receiver aerial circuit. 
The AmpHfier contains a small reaction coil wound on ebonite 
and connected to the terminals CD ; thia coil slides across the 
end of the last intervalve transformer and the coupling between 
the two can be varied by a handle projecting from the side of the 
metrument. For C.W. reception, on wave lengths above 300, a 
small amount of reaction is necegsary to make the valves oscillate, 
as they may be required to do if the amplifier has to heterodyne 




the signals. A small amount of reaction may also increase the 
amplification on long wave sparli signals by bringing the valves 
near the limit of oscillation. On short wave workmg the reaction 
coil is not required, as the short wave instrument can be made to 
oscillate by a proper adjustment of the potentiometer. To bring 
the reaction coil into use the terminals G and B are connected 
t(^ether, A is connected to the aerial terminal of the receiver 
circuit, and D is connected to its earth terminal. This puts the 
reaction coil in series with the inductance in the receiver included 
between its aerial and earth terminals ; thus, when the reaction 
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coil is coupled to the aixth trassformer, the plate circuit of the last 
ultra-magmfyiug valve reacts back on the aerial circuit and on the 
grid circuit of the first valve. 

7o adjust the instmment for best working the potentiometer 
should be adjusted before the reaction coil is pnshed in ; the 
reaction coupling should then be set for the limit of oscillation, 
or for osciUating the valve circuits as required. With this amplifier 
it is possible to decrease jamming by strong signals, using an extra 
filament rheostat and a potentiometer on the rectifying, or Q, 
valve. To do this the Unk across EF is taken out and an adjustable 
rheostat is connected across these two points. A potentiometer 
wire is connected across the 6-volt filament battery, the link 
connecting P and G is taken out, and G is connected to the shder 
of the potentiometer. The jamming signals are then reduced 
by first increasing the resistance in series with the Q valve filament 
and then adjusting its potentiometer ; by this means it is often 
possible to cut out loud signals altogether, while the weaker 
signals are still strong enough to be read comfortably. 

The Q valve is now acting at the saturation bend of a low 
voltage curve, therefore the possible extent of the plate current 
puls^ is limited, so that strong signals are not unduly amplified. 

When using the amplifier on a Bellini Tosi Compass the search 
coil is shunted by a variable tuning condenser and connected 
across the terminals AB of the amplMer ; it is also advisable to 
cojmeot a small variable condenser from the terminal A to earth, 
and adjust this condenser mitil it is found that a good minimaiq of 
signals can be obtained. 

The instrument ia ODclosed in a metal case and it is important 
that this case should be connected to the negative terminal of the 
6-volt filament battery. A view of this Amplifier is given in 
Fig. 64. 

As regards the small condensers. Kg, interconnecting the plate 
of one VB^ve to the grid of the next, these are aunilar to those used 
in the French design, of amplifier already described (see Fig. 57). 
In tact, if we consider the winding of the transformer in aeries with 
the plate as a resistance R, and the winding from the grid to the 
earth terminal B as a leak resistance r, the functioning of the 
instrument as an amplifier could be described in the same manner 
as that of the French amplifier. 

The transformer windings are wound to a very high resistance, 
in one ease this measured 20,000 ohms for each winding, and 
in the latest form of these ampbfiers special hi^ resistance wire 
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is nsed for the coils of the transformers. It is possible, therefore, 
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that the instrument would be more efficient if these resistances 
were made higher, especially that in the grid circuit which acts 
as a leak. It may be recalled here that the resistance in the plate 
circuit should be high compared with that between the plate and 
filament in the valve when functioning ; the latter increases 
as the plate potential increases but falls if the filament temperature 
is raised. ]ji the case before as, where the resistance is in the form 
of a transformer coil, there is an inductive change as well as an ohmio 
change of volts in the coil when the plate current changes, and it 
may be that the total effect is equal to that given by the 80,000 
ohms in the plate circuit of the French amplifier. The transformer 
action will also aid the condenser to transfer potential change from 
the plate of one valve to the grid of the next, whilst the combined 
inductance and capacity effects of the circuits will give the instru- 
ment good sensibility over a certain small range of wave lengths. 
As explained before it has been found very difficult to design H.F. 
Amplifiers of the resistance or transformer types for efficient 
short wave working, the difficulty being mainly due to the capacity 
effects in the valves themaelvra. 

The following method of employing H.P. Amplifiers on short 
wave signals has recently been tried with Some success : — the 
signals are received on a heterodyning valve receiver, in which 
oscillations are generated which form beats with the received oscilla- 
tions, the beat frequency being about 60,000 or more. This 
frequency corresponds to that of long wave signals, and if these 
beats are then passed into H.F. Amplifiers of one of the types here 
described they will be well amplified. The amplifier is .designed 
to be most ef&cient at the comparatively low frequency of the 
beats, which corresponds with long wave length work. It is then 
adjusted to oscillate and form beats of audible frequency with the 
resultant beat oscillations passed ii^to it from the receiver ; so that 
signals are obtained. 

In designing and laying out the wiring of a H.F. Amplifier 
it is important to see that all connections are as short as possible, 
made of stiff wire, and all unnecessary capacity effects eliroinated. 

The best type of receiver circuit on which to use the Amphfier 
is a tuned closed circuit loosely coupled to the aerial circuit, such 
as is shovm in Fig. 65. Some signals will be increased by using 
a reacting valve as shown dotted in the Figure ; this will initially 
amplify the high frequency 'oscillations in the aerial circuit, and 
rectification occurs earh^ in the amphfier. 

It is apparent that the design of High Frequency Amplifiers 
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is still iu the experimental stage ; it is probable that instruiueDts 
'employing a great number of valves in cascade, with consequent 
abnormal consumption of battery current, will be replaced by new 
designs in which two or three valves are coupled by tuned circuits 
on the lines of Fig. 32. 

In Chapter lY., Figs. 26 and 32, methods were given for 
obtaining H.P. amplification by means of valves coupled by tuned 
circuits : one of the striking advantages of this method is its 
great selectivity, and the fact that jamming by strong local signals 
is practically eliminated, unl^s they.happen to be dead on the 
wave length. Owing to the marvellous development of the sensi- 
tivity of wireless reception, brought about by the perfection of 
valve apparatus, all the efforts of designers of wireless apparatus 




Fio, 65. 



at present are centred round the problem of minimising jamming 
both by s^nala and atmospherics. It is, therefore, worth while 
to consider further the resonance method of amplification, a 
method described and advocated by Dr. I. Langmuir early in 1915. 

deferring to Fig. 26 it is apparent that a very shght coupling 
between the plate and grid circuits will set up oscillations in the 
valve itself, and in designing the apparatus this point should be 
kept in mind. On the other hand, since a valve receiver is most 
sensitive for spark signals when it ia just on the point of oscillating, 
it might be advantageous to arrange theee circuits so that a slight 
coupling between them can be adjusted. It could then be used 
for C.W. signals by adjusting the coupling so as to make the first 
valve oscillate. 

The plate circuit of the first valve need not include the whole 
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of the coil S but may tap in a portion of it ; this will not afFect the 
tuning. 

Similar remarks apply to the connections shown in Fig. 32, 
which will give sharp selectivity, and the coupling of the reaction 
coil in the plate circuit o£ the first valve can be adjustable so 
that oscillations may be generated and the receiver used on C.W, 
signals. It is probable that H.F. Amplifiers will be developed on 
these lines, and a Uttle modification wiU make these circuits 
suitable for short wave working on, the two-beat method, referred 
to in a previous paragraph. 

With H.F. Amplifiers as at present constructed selectivity 
can be greatly aided by the use of direction findmg aerials of the 
Bellini Tosi type, or even by the use of hehces which can be oriented 
instead of the usual earthed aerial circuit. Further reference 
will be made to this in connection with C.W, receivers. 

QtJESTIONS ON CHAPTER VII. 

1. Gire a short oxplajuLtiou of the EM'tiou of a reacting condenser between the 
first grid and last plate of a H.F. Amplifier. 

2. Why are H.F. Amplifieis not veTj efficient on short wave lengths T 

3. The Harooni Co. u^es a Q vaire as the laat valve in their H.F. Amplifier 
and V 24 valvee in ell the other poBitions. Explain why the valvea are not all of 
one type. 
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CHAPTER VIII 

HETERODYNING— SENSITIVENESS OF VALVE RECEPTION 

In Chapter IV. reference has beeo made to the beats, or pulses, 
which may be set ap in a valve receiver, when the reaction coupUng 
is sufficiently tight between the plate and grid circuits and the 
valve itaelf is generating oscillationB.' If spark signals are being 
received under these conditions the note of the signals becomes 
hoarse or harsh and it is impossible to identify the transmitting 
station by the quaUty of its note. These beats are the result of a 
combination of the oscillations generated by the valve and the 
oscillations induced by the ether waves carrying the transmitted 
signals, to explain this' formation c^ beats by the two Bets of 
oscillations let us first assume that the transmitted ether waves 
are undamped, and that the oscillations induced by them in the 
receiver circuit are of the same amplitude as those generated in the 
circuit by the valve. But let, the receiver circuit be shghtly 
mistuned from the ether waves, so that the oacillations generated 
in it by the valve are of slightly different frequency from those 
induced in it by the ether waves. The resultant of two such sets 
of oscillations of shghtly different frequency, in the same circuit, 
will be as shown in Fig. 66. 

Suppose the transmitted signals have a frequency of /i and 
the valve oscillations a frequency of /2 ; the latter frequency 
can be easily adjusted -to any value by tuning the circuit of the 
receiver, and therefore can be arranged to be a Uttle more or a httle 
less than that of the received impulses. We have then two sets 
of oscillations in the valve receiver, one set up by the distant 
trai^mitting station, the other generated by the valve itself. In 
Pig, 66 the frequency /j is shown a little less than that of /i ; 
by adding the two oscillating effects when they act together, 
(either above or below the line AB), and taking their differences 
when they act in opposition the curve of varying amplitude is 
138 
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obtained ; this represents the resultant t^ciUating efEeofc in the 
receiver circuits. It amotmts to a series of oscillationB of uniform 

frequency, '-h^-' but of varying amplitodes, giving poises or beats 

of energy which die away {from A to C) and rise again (from C to 
D) at afaequency equal to tfi— /s). If the valve is functioning at a 
rectifying point on its curve the resultant oscillations, of frequency 

—^ — , will be rectified and thus unidirectional pulses of frequency 

(/i —/a) ■will act on the telephone receivers in its circuit. 

Thus, suppose transmission is taking place on a 600 metre 
wave length ; this will induce oscillations in the receiver at a 
frequency (/,) of 600,000 per second. If the valve is generating 
craoillations at a frequency (}^ of 499,000 oscillationB per second the 




beats will have a frequency of 1000 ; or if the valve generates 
osciUations at a frequency of 601,000 the same result will be 
obtained. 

In continuous wave reception where the received oscillations 
are uniform in ampUtude, not forming trains of oscillations as in 
spark signalling, this use of a valve is one of the principal methods 
of breaking up the oscillations into groups, so that low frequency 
pulses or beats act on the telephone receivers and ^ve a musical 
note. It is seen that by the tuning of the valve receiver circuit 
the frequency of the beat can be made 1000, 800, 600 or anything 
desired, so that the pitch of the note heard in the telephones may 
be adjusted to any desired valve. If the difference between the 
frequencies of the received and valve generated oscillations is too 
great the beats will be inaudible, because the beat frequency is 
too high ; similarly if C/i— /s) b^ too low a value the beats will 
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again be inaudible because their frequency is too low. Thus in 
the reception of undamped waves, or C.W. signals, the tuning of 
the valve receiver circuit must be adjmted with good accuracy, 
especially on oomparatively short wave lengths. For example, 
if it is desired to receive signals transmitted on a 600 metre wave 
length, whose frequency is 600,000, by forming beats of 1000 
frequency, the oscillating valve receiver must be tuned to a 
frequency of 499,000 or 501 ,000. It 601,000 is chosen it means that 
the receiver circuit is tuned to a wave length of 598-8 metres, since 
A x/= 3 X IQs. Thus, to hear the signals on a good note, of 1000 
frequency, the receiver must be tuned to within 0'2 per cent. 
of the frequency of the incident waves. 

The longer the wave length of transmission the greater will be 
the turning range on the receiver which will give audible signals. 
This is because long waves correspond to low frequencies, and the 
lower the frequency the greater is the percentage difference of 
frequency which gives a beat of a certain pitch. Thus if the wave 
length ia 12,000 metres the frequency is 25,000 ; to form a beat 
of 1000 frequency the 
valve receiver will be 
tuned to, say, 24,000 
B frequency, i.e. to a wave 
length of 12,600metres or 
a difference of tuning in 
this case of 4'17 per cent. 
The ranges of tuning 
which will give audible 
and inaudible beats can 
be shown by means 
Fia. fiT. of a diagram. Thus in 

Fig. 67 suppose the hne 
AB represents the steady value of the oscillation frequency 
set up by the received ether waves, which is independent 
of the tuning of the receiver, and CD the frequency of the 
oscillations generated in the receiver as its oscillation constant 
VLK is varied. When the frequencies differ by the amoqnt 
1-2 an audible and very high beat note will be formed ; this 
note will decrease in pitch as the difference of frequencies, 
i.e, the beat frequency, falls until it is down to the value 
8-4. Beyond this the difference of frequency is not sufficient 
to make an audible beat mitil the difference of frequency ia again 
audible at d'-4' ; a second range of audible beats is then heard 
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between 3'-4' and l'-2' ; beyond l'-2' the note again has too 
high a frequency to be andible. 

Thus in the beat method of receiving signals on undamped 
waves there are two ranges of toning on the receiver at which the 
signals will be audible ; within these ranges the receiver can be 
adjusted to give signals of different note pitch, and between these 
ranges no signals are heard. 

It is important in continnons wave work to note that the 
generated and received oscillations are only exactly in tune at the 
point P where (/i —fi) = and there is no beat ; this is generally 
called the si2enl^inf. Pig. 67 is not drawn to scale, and the range 
of silence from 3-4 to 3'-4' is comparatively much less than there 
shown. The longer the wave length, or the lower the frequencies, 
the greater will be the ranges of audibility, and the wider will be 
the silent point as VLK is varied by tuning the receiver either by 
a variable condenser or by a variometer. The range of audibility 
on the variable tuning condenser depends on the percentage change 
of tuning made by a difference of 1° on the condenser ; the smaller 
the maximum value of the condenser the greater the audible range 
on its scale. There is no silent point when spark signals are 
heterodyned because, no matter bow sharp the tuning of a spark 
transmitter, the radiation occurs on no one pure wave length, 
therefore oscillations of different frequencies are induced in the 
receiver, with one or more of which the valve oscillations will 
form beats when its circuit is tuned for reception. 

The reception of signals by the formation of beats between the 
received and local oscillations is known as the Heterodyne 
method. It is the most efficient for undamped waves, i.e. for 
C.W. work. It is a disadvantage to heterodyne spark signals 
at the receiver since the pure note of the transmitting station is 
thus obliterated ; at times, however, when the signafi are weak 
it may happen that, to make them readable, the reaction coupling 
has to be made so tight for amplification that the valve starts 
generating oscillations. If the transmitting station is recognised 
by its call, or by momentarily loosening the reaction coupling to 
stop the valve generating so that the pure note of the transmitting 
station is heard, the disadvantage is only apparent, and the ampli* 
ficationgiven by tighter reaction can be employed even though the 
signals are heterodyned. 

In explaining the formation of beats, as illustrated in Fig. 66, 
it was assumed that the amphtudes of the two sets of fundamental 
oscillations were uniform and equal ; a little ctmsideration will 
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show that these conditions are not necessary. In spark signals 
the amplitnde ol the oscillations indacod in the receiver aerial 
varies during each wave train, or spark, but these oaoillations 
■will combine with the uniform, or undamped, local oBcillations to 
form beats. Again, in the general case, the local oscillations will 
be stronger than those induced by the ether waves ; therefore 
the ampUtude of the resultant oscillations will never be zero. 
The beat, when rectified and smoothed out, will be like a steady 
current in the circuit with pulses of increase of current impressed 
on it, rather than pulses of current starting from zero as in the case 
shown in Fig. 66. In the calculations on beat reception given later 
it is not assumed that the local and received oscillations are of 
equal amphtude. 

Aato-Heterodyning and Ultra-Heterodyning. — There are two 
methods of heterodyning or forming beats in a wireless receiver ; 
in the first a valve is 
employed (« a detector- 
relay OD the circuit and at 
the same time it is made 
to generate oscillations by 
having an induction coup- 
ling between its plate and 
grid circuits. This method 
is generally known as the 
Auto-heterodyne or Auto- 
dyne method ; the gene- 
ration of oscillations by a 
valve under these con- 
ditions has been already 
dealt with in Chapter V, 
under the heading " Oscil- 
lating Circuit on the Grid." 
In the second method 
of heterodyning the local 
oscillations are set up in 
the receiver by coupling it to an oscillating circuit quite inde- 
pendent of the receiver circuits. This method is known as the 
UUra-heterodyne or separate heterodyne method ; with it a 
ciystal detector or a non-oscillating valve may be used for 
rectification. 

Thus a circuit may be made up as shown in Fig. 6B ; a small 
local oscillator at G is coupled by a tunable circuit to the aerial. 
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The oscillations induced by it in the receiver circuit and those 
indaoed by the incident waves from beats which are rectified 
by the crystal detector. The local generator of oscillations may 
be a buzzer wavemeter, or it may be an oscillating valve circuit 
in the vicinity of the aerial circuit ; also it may be coupled to any 
of the receiver circuits. 

The reception of signals by this method of heterodyning was 
the subject of U.S. patents granted to Fessenden in January, 1913, 
and there are still certain advantages in having a local oscillator 
other than the valve which is used for rectification, and perhaps for 
amplification simultaneously, on the receiver circuit. In the first 
place if a valve ia to amplify as well as rectify there must be a 
reaction between its plate and grid circuits ; if at the same time it 
is to generate oscillations the reaction coupling must be made 
closer than for amplification alone, in which case signals not in 
tmie will be amplified and jamming will be prevalent. With an 
independent local oscillator C.W. reception can take place with 
very loosely coupled circuits, tuning will be much sharper, and jam- 
ming reduced. Those who have handled C.W. traffic will appre- 
ciate the great advantage of any method which cuts out spark 
jamming. 

Again in the auto-heterodyne method the receiver circuit 
must be slightly miatuned from the incident ether waves in order 
that the oscillations generated by the valve may differ in frequency 
from those induced by the ether waves. This mistiming reduces 
the amphtnde of the oscillations set up by the incident ether waves, 
and reduces the sensitiveness of the receiver, especially to very 



With an ultra-beterodyne the receiver circuit, having perhaps 
a valve detector amplifying by reaction, can be set sharply in tone , 
with the incident ether waves, and the resulting induced oscillations 
will be of maximum strength. The local oscillator will be shghtly 
out of tune but the amplitude of the oscillations induced by it 
in the receiver can be adjusted by adjusting the coupling between 
them. The valve on the receiver, if a reacting one, can be adjusted 
to. be juat on the point of oscillating — ^its frequency being that of 
the ether waves to which the receiver is tuned. Under these con- 
ditions it has been shown in Chapter V, that the oiimic resistance 
- of the receiver circuit to oscillations of this frequency is 
greatly reduced if not entirely wiped out ; the receiver is then 
in the most sensitive condition and will respond well to the 
induction effect of weak ether strains at that frequency. This 
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negative resistance effect will be referred to again in a later 
section. 

Lastly, when an independent heterodyning arrangement is 
employed it can be calibrated in wave lengths bo that it may be 
used, like a wavemeter, to set the adjastments of the receiver 
circuit witii fair accuracy. 

With continuous waves the range of signalling is very macb 
greater than with spark methods ; signallmg on comparatively 
long wave lengths may be carried out with short low aerials, and 
transmisdon can take place over long ranges from aerials which do 
not issue from the building in which the transmitter is iDStalled. 
No doubt this is partly due to the undamped radiation, but the 
comparatively great ranges of Q.W. are largely due to the ampli- 
fying effects which may accompany beat reception, some of which 
have been referred to above. 

Let us now consider in detail why heterodyne reception should 
be so sensitive compared to other methods. Referring again 
to Fig, 66 it will be seen that the maximum amplitude of the beats 
in the receiver circuit is greater than that of the oscillations set 
up by the ether waves ; it is also apparent that the difference 
between the maximum and minimum amplitudes of the beats is 
greater than the amplitude of the received oscillations. 

When a crystal detector is employed on ordinary spark 
reception the signal strength in the telephones is proportional 
to the square of the mean amplitude of oscillation set up in the 
receiver. With a reacting valve detector, or other heterodyning 
arrangement, the oscillating energy in the receiver circuit is 
amplified by a feictor which is duo to the local oscillations, 

B. Liebowitz pointed out that if 1^ and I, are the 
effective values of the oscillating currents in the receiver circuits, 
due to received and local oscillations respectively, and L is the in- 
ductance of the circuit, the average energy (W„) = JLI,* -f JLI,^. i 
This does not mean that the more current induced in the circuit 
by the local, or heterodyning, oscillator the greater will be the 
pulsing energy for producing signals in the tdephone receivers ; 
a little consideration of Fig. 66 will show that if the local and 
received oscillations are unequal there will be a steady component, 
and the low frequency beat current does not fall to zero value. 

Considering the matter from another point of view, if A sin pt 
is the instantaneous value of what we might call the local 

* Proetedings of Instilnte of Sndio Engineera, June, 1916: 
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oscillations and B ain (p -|- )3)( that of the received oscillations, the 
reaulting current at any moment is : — 

A3inp( + BBin(p-i-j8)t==-(A + B cos ffl) sin p( + B sin ffi cos jrf 
= y/k-^ + B2 + 2AB cos i3i X sin (ft + 4>) 
, , . _, BsinjSt 
where ^ = tan ^ .— r-^- ■ oi 
^ A + Bcos)St 

This represents a current of variable ampUtude and phase, of 

frequency .-, equal to the difference of the frequencies of the 

two currents. 

The maximum value of the radical ia \/A.^ + B' + 2 AB when 
P = 'i^iT and the mmimum value is -^/A^ + B2 — 2AB when ^ 
= {2n + 1) ; n being any positive integer. Thus the maiiimum 
amphtude is (A + B) and its square is A^ + B* -f 2AB ; the 
minimum amplitude is (A — B) and its square is A^ + B^ — 2AB. 
If the local oscillator is a separate circuit coupled to the receiver, 
and an ordinary crystal detector is used on the latter, the loudness 
of signals will depend upon half the difference of the squares of 
the maximum and minimum amplitudes ; that is to say, on 2AB, 
therefore it is qualified by the local oscillations which may be 
stronger than the received ones. 

With ordinary crystal reception of spark signals the loudness of 
signals in the telephones will be proportional to JB^, and it is 

jja 
easily seen that 2AB can be much greater than -j-. For a similar 

reason the heterodyne method of reception of undamped waves is 
much more sensitive than the " tikker " method which had been 
formerly employed. Also, this explanation does not take into 
account the negative resistance effect which may accompany the 
action of heterodyning and will give further amplification of signal 
strength. 

The effect of the local oscillator is very similar to that 
of the permanent magnet on which the coils of telephone 
receivers are wound ; this effect was explained in Chapter 
III., where it was shown that the magnet produced a constant 
flux through the coils but also provided a factor by which the 
effect of a pulsing current was multiplied. In a similar manner 
the local oscillator of a heterodyne, combining with the received 
oscillations, produces in the general case a steady component of 
■ current and a multiplying factor for increasing the pulsing 

VOL. II. L 
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component. The Bteady or sustained component (of the resultant 
of the two Sets of unequal oaeillationB) may make the receiver more 
efficient by increasing the magnetic flux in the poles of the telephone 
receivers, and thus increasing their sensitiveness. However, this 
effect is limited by the saturation of the vibrating diaphragm or 
reed, so that for this reason, if for no other, a proper adjustment 
of the strength of the local oscillations is necessary. 

In practice it is generally found that the maximum strength 
of signals is not given by equal ampHtudes of the received and local 
oscillations, a condition which is called " equal heterodyne." 
To explain why the best signal strength ia obtained when one set 
of oscillations is stronger than the other, Edwin H. Armstrong 
refers to the effect on the grid 
circuit current. Suppose the 
curve of grid current is as 
shown in Fig, 69 ; the valve 
will then bo functioning at 
some point such m A on the 
grid current curve. Let the 
effect of the local oscillations 
change the grid potential by 
V volts and the effect of the re- 
ceived oscillations also change 
it by V volts, then at each 
signal the grid current pulse 
is from B to C.for the maximum amplitude of the beat cannot be 
greater than the sum of the component amphtudes. This pulse 
of grid current will be accompanied by a corresponding pulse on 
the plate current curve. 

If, however, each positive half of a local oscillation changes 
the grid potential by »i and that of a received oscillation changes 
it by V, then the grid current changes from D to E on the curve 
when a signal arrives. This change is on the steep part of the curve 
and is therefore much greater than the change from B to C given 
by equal heterodyne, it is accompanied by a corresponding pulse 
of current in the plate circuit. 

If the grid is connected in series with a leaky condenser its 
potential does not rise when the leak has a sufficiently high value, 
but the pulses of negative potential on the grid will depend on the 
values of the current which charges it, and these values depend 
on the positive halves of potential oscillations induced in the grid 
circuit. Thus with this arrangement also the best local efifects - 
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are obtained when the local oscillations are stronger than the 
received ones. 

The beat or heterodyne method o£ reception is also efficient 
because the beat note can be made fairly hi^, nearer the natural 
vibration frequency oi the telephone diaphragm, or nearer the 
frequency at which the human ear is most sensitive. It may also 
be adjusted at will to a pitch which maymake it easy to read through 
jamming, whereas the pitch of a spark note in ordinary crystal 
reception is fixed. 

Now let us consider the case of beat reception of undamped 
oscillations (C.W.) withavalve rectifier.and the further advantages 
which may thus accrue. In Chapter III. it has been shown that 
if dv is an oscillation amphtude of the grid potential of a valve the 
corresponding pulse of plate current, and therefore the strength 

of signal, is proportional to -^J"{v). The case of heterodyne 

reception has been dealt with by Prof. Gutton as follows : — 

When beats are set up the change of grid potential dv is the 
sum of two oscillating potentials, dvj and di^z, which are very near - 
each other in frequency so that dv = dt?i + dv<i approx. 

Thus 



Now the first two terms on the right-hand side of this equation 
are constant, since they correspond to two individual sets of 
undamped oscillations, while the third term, dvidv^f'iv), changes 
its sign as the two sets of oscillations go in and out of Hynchronism. 
Therefore the first two terms represent a sustained component of 
grid potential in the rectifying valvo when signals arc ooming in, 
and the third term a puking component. We therefore get a 
Bustamed change of plate current plus a pulsing change. For 
trpark reception with simple valve rectification the pulse set up 

dv^ 
in the plate current is proportional to -^-/"(i'), therefore to the 

square of the amplitude of induced oscillations acting on the grid ; 
for C.W. signals heterodyned the pulse of plate current is propor- 
tional to dvidv2j"{v), therefore proportional to the first power of 
the induced oscillations. Also it is seen that if dvi, i.e. the 
oscillation of potential induced by the ether waves, is very small 
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dvi X dvj can be mnch greater than dvj^ For this reason alone 
beat reception of nndamped waves by a valve can be saccesstal 
over great ranges compared to tbe reception of damped waves or 
spark signals. 

Again it will be remembered that a valve rectifies well at the 
point on its characteristic curve where grid current starts. If 
the grid potential is less than that corresponding to this point the 
plate current, through the plate circuit battery, will be small. 
With beat reception it is possible to adjust tbe grid potential to 
a point lower than the rectifying point and where the plate current 
is small ; when signals arrive the sustained component of the 
heterodyne effect will bring the grid potential up to tbe rectifying 
point, and the pulsing component will then prodace the signals. 
This leads to economy of plate battery current. 

Lastly, it has been explained in Chapter V. that if the plate 
circuit of a valve is made to react on a tuned grid eirctut, so as 
to generate oscillations, the effect is to wipe out the resistance 
of the tuned circuit to oscillations of the given frequency. Under 
these conditions weak ether wave effects at that frequency will 
build up oscillations in the circuit of larger amplitude than would 
otherwise be the case. Therefore this effect gives a further addition 
to the sensitivity of the heterodyne method of reception ; it can 
indeed be elaborated so that a receiving circuit may be made 
sensitive only to one particular frequency, thereby eliminating 
interference and jamming. A circuit patented by Pupin and Ann- 
strong and designed to effect this purpose will be described in a 
later Chapter. 

It is apparent from the foregoing explanations .that tbo com- 
paratively great ranges possible with C.W. working are due more 
to the advantageous conditions at the heterodyning valve receiver 
thanto the fact that the energy radiated from the transmitter is 
undamped. Indeed it will generally be found that the undamped 
radiation from tbe transmitter is discounted by the employment 
of smaller transmitter energy, and aerial current, than would be 
used for spark signalling over the same range. 

An interesting demonstration of the formation of " Beats " 
can be made by an arrangement of valves as shown in Fig. 70. 

Valve A has its plate and grid circuits made up through the 
primary (P) and secondary (B) of a small telephone transformer 
Ti with iron core, and fi volts are applied to tbe filament, with 
anything from 10 to 50 volts in the plate circuit. A variable 
condenser of 0002 mfd. maximum value is connected across from 
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plate to grid. Under these conditions the valve will oscillate with 
audible frequency. A pair of telephone receivers are connected 
to a telephone transformer T3 which ia then placed close to Ti and 
the note is strongly heard in the receivers ; the pitch of the note 
can be varied by varying the value of the condenser. 

A second valve, B, has its circuit made up exactly similar 




Fio, 70. 



to that of A and is similarly coupled to Tg, when its oscillation note 
wilt also be beard in the receivers. 

By manipulating one or both of the condensers the frequencies 
of the two valves can be so arran<;ed that beats are formed which 
are distinctly heard in the receivers. A slight adjustment of one 
of the condensers will vary the pitch of the beat, and it can be wiped 
out altogether by making the valves oscillate at exactly the same 
frequency, i.e. give out the same note, or by making them oscillate 
at such widely different frequencies that the pitch of the resulting 
beat is too high for audibility. 

Care must be taken to ensure that the transformer coils are 
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connected up the right way round to each grid and plate, other- 
wise the valve will not oscillate ; this can be quickly ascertained 
by trial and error. 

QUESTIONS ON CHAPTER VUI. 

1 Why doee abort wave C.W, working requite sharjier tuning at the reooivet 
than long wave working ? 

2. ^Bt ia meant by the. " Silent Point " in beat leception ? How would you 
design B circuit to reproduce it distinctly f 

3. GivB a short esplanation of the difference between auto-beterodyne and 
separate heterodyne reception. Which is the best aa regarda selectivity and why ! 

4. To what extent is the strength of the received signals dependent on the 
strength of the local oecillations in the separate heterodyne method of C.W. 
reception. 

5. Explain why the heterodyne method of reception ia more sensitive ' than 
other methods, such as the ufle of a " tibker." 

6. Give several reasona why the ranges of signalling are muob greater with 
undamped wavea than with damped waves, using the same input of primary 
energy at the transmitter in each case. 
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CHAPTER IX 

STUDY OF THE CHARACTERISTICS OF A FRENCH 
VALVE— HARMONICS 

The design of Pliotron known as the French valve ia shown in 

Fig. 71 ; it has a tungsten filament 21 cms. long, sntronnded by a 

grid which constats of a helix of 

nickel or molybdenite wire, beyond 

which is a cyhndrical sheet plate of 

nickel. The valve was made np in 

two types, known respectively as the 

" S " type and " Metal " type. In 

the 3 type the grid ial-6 cms. long 

and 0-45 cm. diameter and consists | 

of 12 spirals ; the grid wire being 

0-02 cm. diameter. The plate is 1-5 

cms. long and 1 cm. diameter. In 

the Metal type the grid wire is slightly 

thicker and there are only 1 1 spirals 

spaced slightly farther apart than in 

the S type. 

The normal filament voltage is 4 
volts, bat 6 or 6 volts may be used 
when it is desired to employ the 
valve in a small C.W. transmitter ; 
the extra voltage will, however, 
shorten the life of the valve. 

The valve is very stable and 
uniform in action, therefore it may 
conveniently be used here as a 
standard hard valve for the com- 
parison of other designs. In this Chapter its characteristics will 
be dealt with experimentally, also an investigation will be made 
on the modifications of its characteristic curve under oscillating 
conditions. 

151 
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Characteristic Carves when OscUlatiog. — When the valve is 
oscillating the characteristic corves under fixed condition of 
plate aad filament potential will not be as hitherto described ; to 
note the difference let a circuit be made \ip as shown in Fig 72. 
The potential of the grid with respect to the filament can he brought 
to various positive or negative values by means of the battery 
B, fitted with a multiple-contact switch, and connected to the grid 
circuit through a reversing switch 83 ; otherwise the circuit is 
that of a simple valve receiver with reaction coupling, Milham- 
meters Mi and Mj are used so that the average values of the grid 




and plate currents may be noted. For the first determinations the 
aerial circuit, shown dotted, ia not connected up, and the mduct- 
ances Li and L2 are so designed that about 50 per cent, degree of 
coupling can be used. 

The characteristic curves are then obtained in the usual manner, 
readings of the plate and grid currents being taken at each value 
of grid potential under the two conditions : (a) with no reaction 
coupling, (t) with close reaction coupling. 

The results obtained for a French S type valve with a plate ■ 
potential of 75 volts, and for different filament temperatures are 
shown in Fig, 73. Referring to one of the curves, say that corre- 
sponding to S'75 volts on the filament, when the valve is not 
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OBoilkting the ordinary curve ol plate current A ia obtained ; when 
the reaction ia coupled the curve becomes that shown at B, The 
corresponding curves for grid current are A' and B' respectively. 
The valve does not oscillate on the lower flat portion of the carve 
beyond — lO'S volts on the grid. Here the plate current is small, 
30 that when it is started, or the reaction coupled, the inductive 
effect on the grid circuit is not sufficient to raise the grid to a 
potential at which current will flow in the grid circuit ; therefore 
the oscillations will not be 
sustained by fresh impulses 
of energy from the H.T. 
battery. 

Again the valve does not 
oscillate on the upper flat 
portion of the curve where 
the plate current ia at satu- 
ration ; on this part of the 
curve a change of grid volts 
does not start a change of 
plate current, hence oscilla- 
tions are not set np. 

If the valve is functioning 
near the lower end of the 
sloping part of its curve, for 
example at the point corre- 
sponding to —8 volts grid 
potential, on making a close 
reaction coupling the current 
oscillates and the average 
value of plate current rises 
from O'B to 22 milliamperes. It shows that at this point the 
lower half of a complete oscillation has a much smaller amplitude 
than the upper half, in fact the oscillations are almost completely 
rectified. Here a rise of grid potential increases the plate current 
(and gives an impulse to the circuit as already described), but an 
increase of the already existing negative potential on the grid 
makes little change in the plate current, as it soon arrives at the 
lower flat portion of the curve. 

In passing it may be noted that best heterodyning effects both 
for Bpark and C,W. signals are obtained when the valve functions 
at this part of its curve, where the plate current ia still small and 
the valve generated oscillations almost completely rectified. It is 
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in fact a rectitying point on the valve cbaiacteristic, and 
rectification is necessary, even with beat reception. 

As the steady potential impressed on the grid is laised this 
dissymmetry of the valve OBcillationa gradually falls off nntil the 
point X is reached, corresponding in this case to a grid potential 
of + 1 volt. Here the average value of the plate current remains 
the same whether the reaction is close coupled or not acting, 
i.e. whether the valve is oscillating or not. It is evident that 
at this point the plate current oscillations are synmietrical about 
their mean value ; also that this is the only point, under the 
conditions shown of voltages applied, at which the current can 
oscillate with a true sine w^ve. With tight coupling, however, 
it is probable that in many practical cases the oscillations will 
rise and fall, about the mean value at X, to the upper and lower 
flat portions of the curve. If this happens the osoillation wave 
will be flat topped, and the fundamental oscillation will be accom- 
panied by a third harmonic ; as previously remarked there are 
generally other harmonics present. No signals can be received 
when the valve is functioning at this point since there is no rectifi- 
cation efl'ect. 

For higher values of grid voltages it is seen that the value of 
plate circuit current decreases when the valve oscillates with close 
reacti&n coupling. Here an induced rise of grid voltage brings 
the- plate current to saturation ; thus the positive half of an 
oscillation is flattened down so that again partial rectification 
occurs. Near the saturation bend the valve ceases to oscillate as 
ahready explained. 

Whtm the adjustments of a receiver are varied so that the 
valve passes from a non-osoillating to an oscillating condition a 
clich i» heard in the iehpkones owing to the change of the mean 
value of the plate current. 

The curves show that the point at which the oscillations of 
the valve are symmetrical is approximately at the middle of the 
sloping part of each curve, and that for any plate potential the 
grid voltage which gives symmetrical oscillation depends on the 
heating of the filament. Ako the saturation value of plate current 
under any conditions of potential is about double the value at the 
point where the oscillating characteristic crosses the non-oscillating 
one, the characteristics being obtained with a minimum of capacity 
effect in the valve circuits. 

EBect of Changing the Plate Potential. — If the filament tem- 
perature ia kept constant whilst the plate potential is varied the 
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experimental results obtained will be as shown in Fig. 74. As the 
plate volts are raised the characteristic curve rises more steeply 
and moves towards the left, the oscillating component of current 
increases, and beyond 100 volts the point of Bymmetrioal oscillation 
moves towards the region of negative potential on the grid. 
This is important in C.W. valve transmiasion and will be referred 



5 TYPE French Valve 




to later. As far as reception is concerned the curves corresponding 
to 15 volts, 25 volts, and 60 volts are more interesting. 

On th^e it is seen that, with zero or negative grid potential, 
the valve oscillations are always more or less rectified and the 
amplitude of the oscillations depends on the plate voltage. Since 
the valve is generally required to rectify, aa well as amplify and 
perhaps heterodyne, the received signals it must function near the 
bend of its curve with negative grid potential ; I'ig. 74 shows 
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that for all working roltages this is the point at which maximnm 
lectifioatioD of its own oscillations also takes place, sapposing 
the reaction coupling to be so close that it does oscillate. 

Thus with no reaction coupling the valve is functioning at the 
point A on the 25 volt corve ; when the reaction is made close 
the valye oscillates and the average value of the plate current %oe& 
up from A to B, so that the nature of the resulting oscillation must 
be somewhat as shown in the Figaie at C, neglecting harmonics. 

The grid current will pulsate at the same time and in much the 
same manner, bnt the potential at which its oscillations are sym- 
metrical does not coincide with that which gives symmetrical 
oscillations in the plate current, since for negative grid potentials 
one half of the grid current wave will be absent. Its value will 
move to the right as the plate poten^al is increased, the amplitude 
of the oscillations increasing at the same time ; this is to be 
expected since a higher plate potential means that there is a larger 
plate current to produce indu«tive voltages on the grid circnit. 

Ap already mentioned the amplitude of the oscillation? will 
depend upon the shape of the characteristic curve of the valve, 
being greater as the curve is steeper. This really amounts to 
saying that the oscillating properties depend upon the design of 
the valve, especially on the hardness of the vacuum, and on the 
distances from grid to filament and from filament to plate. 

Thus a Round C.W. transmission valve, designed to stand 
high voltages and of a size to deal with larger energy than the 
ordinary French valve, would have very poor characteristics on 
75 volts or even on 200 volts plate potential, and is therefore of 
little value for reception purposes. Its plate is too far away 
from the grid and filament to give good curves on these plate 
potentials. 

Effect of Loading with Aerial or other Capacity. — ^As already 
stated in Chapter IV., when an aerial circuit is connected across the 
grid coil the generated oscillations are reduced in ampbtude owing 
to the increased capacity effects. This is easily noted in ordinary 
practice, for when there is fairly close reaction coupling a discon- 
nection of the aerial circuit will start the valve yowling, this being 
the result of strong oscillations. For heterodyning spark or C.W. 
signals by means of a valve it would follow that the larger the 
aerial the higher the plate volts required, other things being 
constant. The above considerations are illustrated by the curves 
shown in Fig, 75 ; these curves were taken with a French S type 
valve, a French Metal type valve, and one experimental 
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traDemission valve of the hard vacuum type about double the 
size of the other two. 

The curves were taken on a circuit similar to that shown 
in Fig. 72, curve Aj being the characteristic of a S type valve 
under non-oscillating conditions ; A2 the characteristic with close 
reaction coupling between the tuned grid and plate circuits and 
without an aerial circuit. Curve A3 was taken under similar 
conditions to A2 but with an aerial circuit connected ,to the grid 
coil, the aerial being a long high single wire with series condenser 




set at 0-0002 mfd. so that all circuits were in time. This brings 
oat clearly the effect of the aerial circuit in decreasing the amplitude 
of the valve oscillations. The point where the oscillations are 
symr&etrical, or can be a sine wave without rectification, remains 
the same whether the circuit is loaded with capacity or not. 

Bj, B]j, and B3, are the corresponding curves for a Metal 
type valve ; the slope of its curve is similar to that of the S 
type and it has, therefore, equal rectifying properties ; though 
its oscillations are not so strong as those of the S type, they are 
quite strong enough to form beats with weak induced oscillations 
and thus heterodyne spark or C.W. signals satisfactorily. 
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In fact tbe smaller amplitude of its oscillations will tend to 
prevent beats of hissing audibility in its own circuits, and allow of 
clearer reception of signals. For the same reason it will be more 
satisfactory for use on low frequency amplifiers, its relaying 
action being about the same as that of the S type, since the slopes 
of the two curves A| and Bi are approximately equal. 

The lower curve G is that of an experimental valve which 
was desigped with a very hard vacuum and an open helix plate, 
for use on C.W. transmission with plate voltages up to 1^00. 
Its curve is shown here, in comparison with those of the French 
valves, to emphasise the fact that a valve designed to handle 
comparatively large oscillating energy on high voltages cannot be 
expected to function on a receiving circuit, and will not oscillate 
at all on low veltages. 

' The characteristic curve of this valve taken with 6 volts on the 
filament, instead of i, was found to He above the curveAi on Fig. 75, 
but it was not so steep and bad not a well defined bend at the 
bottom of th^ curve. 

With regard to the French valves there is very Httle difference 
in the charactFiristics of the 8 type and the Metal type ; 
in some tests the positions of tbe curves Ai and Bi in Fig. 75 are 
reversed, but as a general rule the curves shown are typical of 
the comparison between these two types, the slight difference 
being due to the more open and heavier type grid in tbe Metal 
valve, and probably partly due to a difference in the hardness of 
the vacuum. 

The frequency of the valve oscillations is approximately the 
frequency of the grid circuit provided its capacity preponderates 
over that of the plate circuit ; this will be the case with the usual 
connection for reception, where the aerial earth circuit is coupled 
to the grid circuit and the reacting coil is in the plate circuit. 

Characteristic Carves of Valves in Paiallel. — When two valves 
are connected in parallel the resulting characteristic curve is the 
aipa of the characteristics of the two valves. This is shown in 
Fig. 7(i, the curves in which were taken from an experiment with 
two French valves (Metal type). 'The curves show that with any 
plate potential two valves in parallel provide greater oscillating 
energy than when one valve alone is used, or that a certain 
oscillating energy is given with less plate voltage. There is not 
much gain in electrical efficiency by this use of two valves 
— more filament current is used and less H.T. battery volts 
required. The curve of the two valves in parallel rises at a 
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greater angle than that of one alone ; in reception work this means 
better rectifying properties as well as better oscillating properties ; 
in fact the curves show that with two valves in parallel better • 
results are hkely to be obtained with 25 yolts on the plates than 
with 50 volts on the plate of one valve used alone. K the plate 
volts are kept the same for the two valves in parallol as for one 
valve it may be necessary to increase the negative potential on the 
grid by a small amount, since 
the curve moves a little over 
to the left. Another point to 
remember is that, with two 
filaments in parallel, the heat- 
ing current is doubled and the 
drop of volts in the leads and 
battery increased. Therefore 
unless the filament voltage and 
temperature are adjusted to be 
the same for the two parallel 
valves as for one valve no ad- 
vantage may be gained. 

Referring to the curve of 
rig. 76 with two valves in 
parallel and 50 volts on the 
plates, clear amplification is 
best obtained with a grid potential of — 6 volts ; if a leaky grid 
condenser is used to obtain negative grid potential, with 4 volts 
on the fllamont, the above amplifymgjioint^could not bo attained. 
This is a point which requires attention when using two valves 
in parallel for reception ; also on higher plate voltages the valves 
ate very hable to inter-oscillate and set up yowling. For both 
reasons low plate volts should be used for reception. In con- 
nection with the 50- volt curve for the two valves in parallol the 
plate current valves when the valves were oscillating, and an 
aerial circuit connected, are shown by the dotted loop. 

Best Points of Functioning. — ^Having considered the valve as a 
generator of oscillations wo are in a better position to make further 
investigation into its behaviour on a receiver, using it as a detector, 
an ampliher, or a detector-amplifier of spark or C.W. signals. 

A simple receiver circuit was made up similar to that of Fig. 72 
and strength of signals noted at different points of the eurv^. 
Fig. 77 shows actual characteristic curves of a French valve (8 
type] with i volts appUed to the filament and different potentiaJs 
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on the plate ; these values are marked on the respective curves. 
The points on the curves at which the valve rectifies like a crystal 
detector without reaction coupling are marked E, For instance, 
with 15 volts on the plate 6 volts negative are required on the grid 
for this rectification, with 75 volts on the plate it is best to have 
—12 volts on the grid. (1£ the heating of the filament ia reduced 
by reducing the filament volts the curves will all move towards 
the right, thus less nega- 
tive potential will be 
required on the grid to 
give the valve these recti- 
fying properties.) As 
migjat be anticipated it 
will be seen that these 
points are all at the 
termination of the fiat 
parts of the respective 
curv^, and since the 
curves do not rise steeply 
from these points, ex- 
cept on the high plate 
potentials, it is only on 
high plate potential and 
comparatively large ne- 
gative grid potential that 
the valve will give re- 
sults, as a detector, ap- 
proaching those obtained 
with a good crystal. 

It has been already 
explained that if a very 
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small leaky condenser is connected in series with the grid, i 
of a voltage regulating potentiometer or battery, the valve will have 
better rectifying properties than at any of the points considered 
above, owing to the increase of negative grid potential when a 
train of waves from spark transmission arrives. 

It only remains to say that when using a grid condenser the 
rectification will apparently be better for higher plato voltages, 
depending as it does on the slope of the plate current curve at the 
point corresponding to — 4 volts grid potential. It will be found, 
however, that a plate potential of 75 volts will give results which 
are not augmented by increasing the plate voltage farther, the 
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slope of the curves at this point not increasing to any extent for 
higher voltages. 

To obtain amplification of the received oscillations the reaction 
coil in the plate circuit is coupled back to the receiver or grid 
circuit, so that the potential oscillations of the latter are increased. 
With the reaction coupling kept close, and fixed, the points at 'which 
the clear note of the received signals was best amplified are shown 
at Ae in Fig. 77. At these points with no reaction coupling no 
signals were received, vfith close reaction coupling the signals 
were strong and clear. The fact that the signals were strong and 
clear shows that oscillations set up in the plate circuit current by 
the received signals were reinforcing the received oscillations by ' 
means of the reaction coil, that the resultant oscillations were 
being rectified, and that the valve circuits of themselves were not 
generating oscillations because there was no impulse of energy 
in the grid circuit. 

Under these conditions we see that, for clear amphfication 
' with a fixed reaction coupling, the higher the plate potential the 
greater must be the negative potential of the grid, and that the 
amplifying points are higher up the curves than the ordinary 
rectifying points. 

With the same close reaction coupling the points marked Ag 
higher up the curves were obtained ; at these points the signals 
were stronger but hoarse, so that the quality ot the transmitter note 
was lost. The valve was now generating oscillations and hetero- 
dyning the received signals ; when the reaction couplingwas loosened 
the amphfication became clear but signals were not so good as at 
a point lower down the curve. For example, consider the curve 
corresponding to 47'5 volts plate potential ; with no reaction 
coupling and — 8 volts on the grid the valve acts as a detector, 
with close reaction coupling and — 6 volts on the grid it acts as 
a detector- amplifier. With — 4 volts on the grid and the same 
reaction coupling it acts as a detector-amplifier and heterodynes 
the signals by its own generated oscillations. By loosening the 
coupling the valve oscillations will be stopped, and then with —4 
volts on the grid it will give the clear note of the transmitting 
station ; it will act aa a detector-amplifier but will not be so good 
as at —6 volts grid potential, where the detector effects are better — 
being nearer the bend of the curve— and the amplifier effects no 
worse, since the slope of the ciirve ia about the same. The use 
of a series grid condenser ia dealt with later. 

Suppose the grid potential is increased to, say, — 2 or volts ; 

VOL. 11, M 
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we are then working the valve higher up the curve and qiay 
get amplification with a hoarse note, but the signal?* will be weaker, 
for we have gone too far away from the point where good rectifi- 
cation occura. On ordinary signals amplification accompanied 
by heterodyne effect does not extend far up the curve because 
there must always be rectification for signals ; ordinary signals 
give but a small swing of grid potential, so that the valve must be 
fonotioning near a rectifying point if the grid potential is to awing 
through it when signals arrive. 

At points higher up the curve strong local signals may be 
received with reaction coupling ; they may be clear because the 
valve has ceased to oscillate and is near its saturation point, there 
lore rectifying ; they may be hoarse because the valve is feebly 
oscillating, therefore heterodyning and rectifying. This is shown 
on the curves of Pig. 77. When functioning at a point high 
up the curve the valve is not apparently adjusted for rectification 
and reception of signals, but strong local aignals swing the grid 
potential with sufficient amplitude to make it pass through the 
value where rectification at plate cnn-ent saturation occurs. 

Now let us assume that, instead of varying the grid potential, 
we have a small leaky condenser in series with the grid — what will 
be the result as regards ampUfieation and heterodyning ? With 
4 volts applied to the filament the grid will be 4 volts lower in 
potential than the highest potential point of the filament, if properly 
connected up as m Fig. 14. Referring to Fig, 77 it is seen that 
at —4 volta on the grid the valve amplifies with 15 volts plate 
potential and close reaction coupling ; it will amplify better with 
25-5 volts since the curve is steeper ; it will amplify and heterodyne 
with 47'5 volts but with looser reaction coupling wiU give clear and 
still better amplification on this curve. 

■ With still farther increased plate' voltage it is probable that 
no advantage will be gained, since with close reaction the valve 
will oscillate strongly, and with reaction loose enough to atop the 
oscillations hut still ^ve amplification the latter will he no better 
than that obtained by proper adjustment of reaction coupling on 
50 volts plate potential. 

For C.W. auto-heterodyne reception the valve must oscillate to 
form beats with the incoming oscillations, and the amplitude of the 
valve oscillations must not be too strong. Thus, when using a 
grid condenser, we can receive strong local C.W. signals with 15 
volts, can get better results with 25 volts, and better still with 50 
volts ; with 75 or 100 volts we shall still receive the signals with 
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this arrangeiaent for patting — 4 volts on the grid, but the signals 
would be improved by having — 5 to — 6 volts on it. 

Effect ol cliuigmg the Filament Tempeistiue.— Fig. 7S shows the 
effect of regulating the filament temperature of a French valve, 
keeping the plate volts, reaction coupling, and aerial capacity 
constant. It is seen that clear amplification is obtained at — 4 
volts grid potential with 3-5 volts on the filament, but the valve 
oscillates and heterodynes the signals at the same grid potential 




with 4 volts on the filament. It is evident, therefore, that adjust- 
ment for good signals can be made on the filament temperature 
by means of a series rheostat, keeping plate potential constant 
and grid potential at a point not above that of any portion of the 
. filament. This can be provided by means of a leaky condenser in 
series with the grid, and the curves show us that good signals will 
be obtained with 8 volts on the filament and 50 volts on the plate. 
If the filament potential is adjusted to a value between 3 and 4 
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Tolts best signals will be obtained witb a plate potential of ftom 
20 to 30 volts. 

Harmonics. — When the fundamental oecillations in a circait 
are accompanied by other subsidiary oscillations the latter are 
called harmonics. The second harmonic is an oscillation of double 
the frequency of the fundamental, the third one of treble the 
frequency, and so on. When the harmonic oscillations are of lower 
frequency than the fundamental they are called sub-harmonics. 

Fig. 79 (a) shows the form of an oscillating current consisting 
of a sine wave fundamental and a small second harmonic, the 
fundamental and the harmonic being shown dotted. Similarly 
a tondamental and a third harmonic are shown at (I>) and a funda- 
mental and seventh harmonic at (c). 

In -wireless transmitting circuit it is important not to have 
much energy oBcillating on harmonics, since it is wasted as far as 
the distant receiver is concerned, and it may interfere with neigh- 
bouring stations working on the frequency of the harmonic. 

In spark telegraphy, where the transmitting aerial circait 
is sharply tuned and loosely coupled to the oscillating circuit, 
not much radiation occurs on harmonics except from high-power 
stations. In C.W. working where the aerial may be, as it often is, 
directly conpled to the vaJye oscillating circuit some harmonies 
and Bub-harmonics can generally be detected. 

For example, C.W. messages from a long wave station have 
often been read on a valve receiver of short wave range, or on short 
wave setting. This may be because the transmitting station is 
radiating some energy on a high frequency, short wave, harmonic, 
or because the valve receiver, oscillating on a short wave funda- 
mental, ia also weakly oscillating on a long wave sub-harmonic 
which forms beats with the received oscillations. Oscillograms 
have shown that the Poulsen Arc Generator is rich in the higher 
harmonics, and experience shows that signals from a Goldachmidt 
Machine can be picked up on its harmonics. 

The oscillations of a valve are generally accompanied by 
harmonics and sub-harmonics, some of which can be noted on a 
wide range valve wavemeter held near the oscillating circuit. If 
the circuit and the valve wavemeter have oscillation frequencies 
and ranges as usually employed in wireless 'frork not more than 
two or three harmonics can be detected within the range. Thus if 
the fundamental corresponds to a wave length of 1200 metres the 
second harmonic will he read at 600 metres and the third at 400 
metres. A method of demonstrating harmonics is shown in Fig. 
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80, where two valve oscillating circoits are coupled together. By 
tuning them to slightly different frequencies a fundamental beat iB 




formed and the heterodyne note is heard in the telephones. If the 
two circuits are designed for ordinary high frequencies and tuned 
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by variable condenaere o£ usual range, say to -002 mfd., the range 

on either condenser in which the heterodyne note is heard will 
bo very small, and harmdnicB which might set up beats in the 
circuits cannot be detected within thia small range. If, however, 
the two valves are tuned to oscillate at very low, though still 
inaudible, frequencies the fundamental beat note may be heard 
over the whole range of either condenser. By varying one con- 
denser it is possible to hear very clearly, under the fundamental 




beat note, each harmonic of one circuit coming into beat action 
with the same harmonic of the other circuit. Fig. 80 shows the 
connections for this experiment ; the tuning condensers give 
best results when connected from plate to grid of each valve, as a 
greater range of frequency is thus obtained within the cOmpass 
of the condenser. As many as 6 or 7 harmonics may be detected 
in this manner. 

Harmonics in a valve osoillating system may also be detected 
by placing a valve wavemeter near it ; the wavemeter should have 
inductive tappings, or replaceable coils for different wave length 
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Foiiges, with a variable coodenser oi small maximum capacity across 
thegi'id or plate circuit. This will ensure a small wave length range 
for the full scale of the condenser; by using the different 
inductances we can then search over a wide range of wave 
lengths with a broad, open, scale, and thus detect harmonic 
beats without much trouble. 

The Hultivifaisteni. — An interestmg method of makmg up 
a valve circuit which will provide oscillations rich in harmonics 
has been described by Professor Abraham of the Sorbonne, Paris ; 
it is shown diagrammatically in Fig. 81 and is known as the Multivi- 
brateur. 

The resistances Ei and Eg in the grid circuits are of 75,000 ohms 




each, those in the plate circuit Ti and rj being 50,000 ohms. Each 
of the variable condensers interconnecting the plate of one valve 
with the grid of the other has a maximum value of 0-01 mfd. 
These values will give oscillations which have a fundamental 
frequency as low as 1000 when the full value of the condensers is 
used. The fundamental frequency will be higher the lower the 
values of the condensers and resistances ; it is possible, by using 
large capacities and resistances, to produce fundamental oscillations 
of so low a frequency that they can be easily counted on a miUiam- 
meter inserted in one of the circuits. Otherwise the oscillation 
frequency is noted by coupling the coil M m Pig. 81 to a heterodyne 
arrangement and comparing it with a known standard. 
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To explain the action, suppose a small increase of current to 
start in the first plate circuit, this reduces the plate potential 
ainee it increases the drop of volts in rg ; the potential of Kg is 
also decreased and the condenser discharges. This decreases the 
potential of the second grid, and therefore decreases the second 
plate current with consequent increase of the second plate potential. 
Therefore the potential of Kj rises, and it charges up, drawing 
current through the resistance rj from the battery ; this extra. 
current involves further reduction of the first plate's potential. 

In this marmer, by a process of building up, one grid becomes 
strongly negative and the other strongly positive ; one plate current 
decreases to zero the other increases to saturation. This dissym- 
metry cannot be maintained and the reverse action soon occurs. 

Thus current interoscillates between the valves ; if the con- 
denser and resistance values are large the rate of oscillation 
will be slow, and by suitable choice of values it is possible to obtain 
a ftequencj of one a minute, or of a musical note, or one too high 
to be audible. The fundamental oscillation of this circuit is accom- 
panied by a great number of harmonics, of which even the 150th 
has been recorded. 

It therefore provides an important method of calibrating 
wavemeters, since the fundamental oscillation can be made pf 
musical frequency and can be measured accurately by comparison 
with a standard electrically controlled tunmg fork. The frequency 
of the harmonics is thus known with great accuracy. If the 
frequency of the highest harmonic is not sufficiently great a 
second multivibrateur can he made, whose fundamental note may 
be adjusted to synchronism with one of the higher harmonics of 
the first one ; its harmonics will then bo raised in proportion, so 
that it is possible to calibrate down to comparatively short wave 
lengths by this method. 

One method of calibrating a wavemeter with a multivibrateur 
is shown in Fig. 82 ; the small coil M of Fig. 81 is coupled to the 
circuit of the wavemeter, whilst a H.F, Amplifier-detector is coupled 
to the wavemeter andito a valve heterodyning circiiit as shown. 
The fundamental oscillation of the multivibrateur is first determined 
as explained above, and the wavemeter roughly set to a reading 
corresponding to the frequency of one of its harmonics. The 
heterodyne circuit is then tuned in to the wavemeter, and by 
varying the adjustments slightly a setting of the wavemeter will 
be found in tune with the multivibrateur harmonic, and with which 
the heterodyne circuit forma a beat note of loudest intensity in 
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the amplifier telephones. Care must be taken that the amplifier 
itself is not oscillating, also that there ia no direct coupling between 
it or the heterodyning circuit and that of the multivibrateur. It 
IB to be noted that the valve heterodyning circuit produces 
harmonics itself, and if, without changing the tuning of the hetero- 
dyne, the wavemeter tuning is set to half the wave length or 




MULTIVrBRATEOR 



double the frequency, i.e. in tune with the next octave harmonic 
ai the multivibrafieur, it will form a beat with the second harmonic 
of the heterodyne. 

It is seen that this seryes as a very accurate method of verifying 
the calibration of a wavemeter since, in effect, it compares the 
whole scale with a standard toning fork. 



QUESTIONS ON CHAPTER IX. 



1. How caa an estimate of the atttuFatLon value of plate current be obtained 
without forcing the valve up to this value T 

2. A valve receiver on a, fairly large aerial is not heterodyning apark signals 
nor reeeiving C.W, signals, even with close reaction coupling. Explain this, and 
say what adjuatments you would make to try and receive C.W. aignaU under these 
conditions. 

3. Under what conditionH would it be better to use a potentiometer or grid 
cells rather than a leaky grid condenser with a French valve T 

4. Discuss the advantages and disadvantages of using two valves in parallel 
for detector purposes. 

5. Explain how a valve detector may be adjusted to a sensitive point by simply 
having an adjustable rheostat in series with its filament. 

6. For the reception of spark signals by means of a French valve receiver, fitted 
with reaction coupling, why i^ it that 100 volte plate potential does not generally 
give fltrongor aignala than BO volts f 

7. What are harmonics ? If the fundamental wave length of a circuit is 1000 
metres what is the frequency of iti third harmonic t 
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CHAPTER X 

DESIGN AND CHARACTERISTICS OF VARIOUS RECEIVER 
VALVES 

Before the outbreak of the war the only hard vacuum valve 
which had come into prominence was the Pliotron, produced in 



van^G 



the United States by Dr. Irving Langmuir, under the auspices of 
the General Electric Go. of America. This valve, its character- 
istics, and its applications were described by Langmuir in a paper 
read by him before the Institute of Radio Engineers, April 5, 
1915 ; it was made in large sizes for generating oscillations and in 
small sizes for use on receiver apparatus. 

The construction of one of the original small Pliotrons is 
shown in Fig. 83 ; it is seen that the filament, C, is of hairpin shape, 
the top being held by a spring shock absorber to the glass frame- 
work, F, Bupportiag the grid. The grid, G, was of fine tungsten 
170 
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wire wound on a glass frame around the filament, while the' plate, 
or anode A conHisted also of fine ^vire supported on glass stems 
outside the grid. 

It is apparent from the fineness of the grid mesh and its closenesa 
to the filament that this valve should be very sensitive to shght 
changes of grid potential ; a small negative grid potential should 
stop the plate current altogether, whilst a small positive potential 
should greatly increase the plate current. In other words the 
valve should have a steep characteristic curve of plate current 
with a well-defined rectifying bend. 

On March 8, 1915, Edwin H- Armstrong read an interesting 
paper on Hard Vacuum Valve Characteristics and Circuits before 
the Institute of Gadio Engineers. It was the first exhaustive 
exposition of valve action in which the effects of rectification, 
high and low frequency amplification, oscillation generation, and 
cascade effects were fully accounted for, by arguments which hold 
good even in the light of subsequent development and more 
widespread experience. 

In connection with this paper Armstrong exhibited two oscillo- 
grams taken at Columbia "University, the first demonstrated the 
effect of grid potential changes on the plate current when working 
on the steep part of the curve ; the second showed how, with a 
series grid condenser, the grid potential falls during rectification 
and causes pulses in the plate current. These oscillograms are 
reproduced in Figs. 84 and 85 by permission of the Institute of 
Badio Engmeers. 

In 1915 the Photron valve had not come into general use in 
Europe, but about this time the French type of Pliotron valve 
made' its appearance, and its use in the Western Allied armies 
became general in 1916. Since the introduction of the French valve 
many copies of it have been designed by British manufacturers, 
and later in the war by German manufacturers, after samples had 
been captured. Many of these were decidedly inferior to the 
French, failing either in uniformity of action, in shape of character- 
istic, or in economy ot energy. Some have, however, proved 
superior tor definite purposes ; for example, one valve may be 
efficient as a rectifier but may prove to be poor as a generator of 
oscillations ; another may have a characteristic which makes it 
suitable for use in L.F. Amplifiers, because it is free from oscillations 
set up by parasite effects. These points will become clear in-i&e 
following descriptions of various valves and their characteristics. 

Before individual valves are dealt with a few general remarks 
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on energy efficiency, cost, and design may not be out of place. 
The energy taken by a valve includes that required to heat the 



filament and that taken from the plate circuit battery even when 
no signals-are coming in. The Round soft vacuum valve, which 
is one of the best of its kind, takes only a fraction of a milliampere 



from the plate battery when suitably adjusted for reception 
purposes, and in the present form is remarkably constant in action 
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on 50 volts. It requires 2 volts on the filament and takes 3 amperes 
of filament current. Hence its total consumption of energy is 
about 7 to 10 watts, allowing for the necessary rheostatic control 
of the filament temperature and potentiometer control of the grid 
potential. 

The French valve takes about 0-7 ampere of filament current 
with 4 volts applied, and about 1 '5 milliamperes at 60 volts from 
the plate battery ; its energy consumption is therefore about 
2-9 to 3 watts. But it is possible that the supply and life of the 
plate batteries may be a more serious consideration than energy 
■ efficiency ; it has in fact influenced the design of many valves. 
The valves made by German manufacturers in the early part of 
the war functioned with very small current in the plate circuit, 
a great advantage in view ot the dif&eulty of keeping up renewals 
of plate batteries to Front Line apparatus. 

As regards cost the hard vacuimi valve was much cheaper 
than the soft vacuum ones which it replaced ; this was natural 
because it marked progress rather than innovation as far as cost 
is concerned. 

As regards general assembly and workmanship the excellent 
construction of the German-made valves, especially in the glass- 
work, is always noticeable. 

The obaracteristicB of the French valve have been dealt with 
in the preceding chapters ; those of some other valve designs will 
now be given, in order to bring out more fully' the influence of 
design, not only on the sensitiveness of valves but also on their 
suitability for particular appheations. The valves chosen for 
description wiU be dealt with more or less in the order in which 
they made their appearance. 

In comparing valves some dif&culty arises as to the basis on 
which the comparison shall be made. Some writers have compared 
valves on the basis of equal filament temperatures, these being 
adjusted by photometric methods. Such a basis is hardly a practical 
one and may be unfair ; for example, a valve may be one of the 
most efficient for a particular purpose though its radiation of 
electrons may not bear a high ratio to the filament energy input 
or temperature. The same remark applies to comparisons made 
under the conditions of equal plate potentials. 

It seems best, therefore, to compare valves on an ordinary 
standard receiver circuit, using conditions as regards filament 
temperature and electrode potentials such as are likely to be 
available or convenient in practice ; if possible adjusting these to 
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the values for which the valves are guaranteed. Having found the - 
efficiency of a valve for a practical purpose under these conditions 
the electrical efficiency can then be noted, and will probably prove 
to be a secondary consideration. 

Most of the comparisons which follow have been made on a 
standard receiver circuit, so that the behaviour of a valve as an 
amplifier of oscillations through reaction coupling, or as a generator 
of oscillations, may be noted at the same time as the ordinary 
eharaeteristio curve of the plate current is obtained. 

With some valves, such as the i'rench type, oscillations will 
occur under certain conditions when coils are included in the ■ 
plate and grid circuits even though they are not apparently coupled ; 
this will lead to errors in plotting the non-oscillating characteristics 
unless the coils are left out, or care taken to neutralise any possible 
coupling effect. 

N.P.L. Valve. — In this valve the plate was a thin sheet of 
circular metal ; above this was the grid consisting of a perforated 
sheet of metal, beyond which was a bowed tungsten filament, 
the centre of the bow being close to the grid. This was a bad 
design ; the grid was too heavy and the flow of electrons from the 
filament was not uniform along its length but was concentrated 
at the centre. The design is now out of date, but the valve is 
dealt with here, as it is a sample of a distinct type. 

The characteristic curves of three of these valves are shown in 
Fig. 86 ; it will be noted that the valves are not uniform, the curve of 
No. 3 being entirely different from those of No. 1 and No. 2. Again 
it is seen that there is a decided kink in the curve of each valve, 
the kink occurring on that of No. 1 valve between and -|- 2 volts 
grid potential. This kink denotes the presence of a small amount 
of mercury vapour in the valve, and from its appearance there 
seemed to be a mercury amalgam on the plate which would account 
tor the presence of this mercury vapour. The effect of a alight 
trace of gas or vapour in a valve was remarked upon in 1915 by 
Dr. Langmuir ; he pointed out that there was an increase in the 
sensitiveness of such a valve if its grid potential was adjusted to 
make the valve function at the point on its curve where the kink 
occurs. Under these conditions either an increase or decrease of 
grid potential gives a decrease of plate current, so that the recti- 
fying properties are efficient. The quantity of vapour necessary 
is very small, and comparatively high-plate voltages may be used 
without any indication of blue glow. 

In the valve under consideration the conditions are not stable 
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at the lower end of the kink, and the plate current tends to jump 
up and down, aB shown at XY, accompanied by noises which 
drown the signals. In valves 1 and 2 the plate current rose very 
suddenly when the grid volts were brought to more than + 6, 
showing the effect of positive ionisation due to the gas in the tube. 
When worked at grid volts, which was the sensitive point for 
both thrae valves, spark and C.W. signals were good ; on — 2 grid 
volts with close reaction coupling signals were heard with slight 




1 and heterodyned, but the valves at this point were 
so noisy as to practically drown reception. 

Bectifioaiion was noted on No. 3 valve at the point B as 
might be expected, also good amplification with reaction coupling 
at the points A, but the behaviour of this valve was very erratic. 
There are certain possible advantages to be gained by the use of a 
valve with a kink in its characteristic curve. If adjusted to 
function at the kink its amplifying effect is limited by the depth 
of the kink ; it can be employed to strengthen up wf ' ' 
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to this limit and not stiengtlieii strong jamming signals beyond 
thia limits A valve employed in this manner, or for the purpose 
of limiting jamming effects, may be called a " Limiter," 

Fig. 87 shows the characteristic curves of two B.T.H. valves. 
Type A, of early manufacture, compared with that of a French 
8 type valve. The curves were all taken with an aerial 
circuit connected and tuned to receive signals from local stations. 
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FlQ. 87. 

In addition to the characteristic curves Fig. 87 shows the values of 
plate currents when the valves were oscillating with close reaction 
coupling. It would appear from these that the B.T.H. valves are 
not uniform, take more plate current than the French valve, and 
have not as good oscillating properties. The saturation current 
of the French valve is higher than that of the B.T.H. valve as shown 
by the semi-curve under oscillating conditions. 

O.W, signals were received best on the B.T.H. valves and on 
the French valve with —4 volts grid potential. Two other 
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B.T.H. valvea, A type, -were tested at the same time, and the 
results showed that the lack of uuifoimit; in the current of the 
plate cucuit for different valves was greater when the oironits were 
reacting and the valves oscillating. 

The A type valve is identical with the French valve in 
general design, except that the spiral grid is stiffened hy having 
a length of wire stretched across from one grid bracket arm to 
the other to which the spirals of the grid are fastened hj an inter- 
lacing of very fine wire as illustrated in Fig. 88. 

This stiffening of the grid reduced the microphonic noises 
which are so prevalent with the French valves, especially when 
used in Low Frequency Amplifiers. 

The plate is a thin sheet of nickel 3-1 cms. long, 1 -6 cms. broad, 
bent into a cylinder 1 -6 cms. long and 1 -05 cms. diameter. The grid 
has 11 spirals of 0-5 cm. diameter, the wire being about No. 35 
S.W.G. ; and 17 cms. long. All these dimensions are practically 
identical with those employed in the 

The B.T.H. Company make a second {KHjOOOOOOTT 
type of valve, known as the B type, in fiq- 88. 

which the design is similar to the A type, 

hut the grid is of finer mesh, consisting of more spirak with a 
longer total length of wire ; also the vacuum is probably harder. 

The grid is a spiral of wire 0-5 cm, diameter with 23 or 24 convo- 
lutions and about 2 to 2-2 cms, long, the wire being (in the case 
examined) 3S-6 cms. long and of about No. 35 S.W.G. Thus it has 
a closer grid mesh then the French or A type valves. 

A straight piece of wire of the same gauge as that in the spirals 
is run along the entire length of the grid as shown in Fig. 88, the 
conatmctiou being similar to that of the A type previously 



The curves of three of these valves are given in Fig. 89, with 
50 volts on the plate and 4 volts applied to the filament. The 
filament currrait taken by this valve varies from 0-71 ampere to 
0'74 ampere on 4 volts, as against 0-65 ampere for the French valve, 
and it will be seen from Fig. 89 that the oscillating characteristics 
are not uniform for different valves. The finer meah grid and 
possibly the increased hardness of vacuum makes it possible to 
apply a positive potential of 800 volts to the plate ; this may be 
useful where the valve is employed for C.W. transmission, but it 
impairs the sensitivity and increases the damping effect of the valve 
when used on a receiver. 
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The closer and finer mesh of the grid in the B.T.H. B type 
valve partly explains why it does not require negative potential 
on the grid for reception purposes. In the curves shown in Fig. 
89 it is seen that the valve functions best on a receiver circuit with 
positive grid potential when the plate potential is 50 volts and the 
filament current 0*725 ampere ; the plate current on fairly loose 
reaction will then be about 1 milliampere. 
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Fig. 90 showa comparative curves of a B.T.H. B type 
valve and a French S type valve ; it will be seen that with 
50 volta plate potential and 4 volts on the filament the B 
type valve functions best as a detector with zero applied grid 
potential, whereas the French valve requires about — 6 volts on 
the grid. 

When 6 volts are applied to the filament of a B type valve the 
plate current curve moves over to the left ; its best working point 
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movea over into the region of negative grid potential, as in the 
ease of French valves. 

A small valve designed by H. J. Round and known as the 
Marconi Q type valve is shown fall size in Fig. 91. It is 3 
mcbea long and j^^- inch diameter with a straight tungsten 
filament through the centre, supported by stiff wires from the 



PLATK POT£MTIAL»SOtet.TS 




— •« Gff/D VOLTS *■ -4- 

Fio. 90. 

terminals. Connection is made between one lead-in wire and the 
filament by a smah spiral of wire, not shown in the Fig., which 
is intended to absorb mechanical shocks. The grid is a woven 
mesh of wire surrounding the filament and supported at each end 
by two glass beads carried on the filament lead-in wires ; two 
stiff wires connect the beads and help to make the grid rigid. 
The plate ia similar to that in the French valve, but it measures 
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2 cms. X 5 cms. when flattened out, and its distance from the fila- 
ment and grid is greater, so that the effective 
plate circuit resistance has a relatively high 
:lass ^^^i^^- ^^^ filament takes 029 to 0-33 ampere 
BEAD on 4 volts and the valve was at first designed 
for a plate potential of 150 to 200 volts ; this 
GRID high voltage on the plate was somewhat of a 
disadvantage, but a considerable advantage 
was gained in the small filament currents on 
which the valve functions. 

Its characteristic curves were very good ; 
they are shown in Fig. 92, in comparison with 
those ol a French valve. In Fig. 92 the dotted 
lines show the points at which the Q valve 
oscillates with reaction coupling, when the 
Flo. «i, aerial was connected and the signals were being 

received, ' The points at which rectification 
without amplification takes place are shown at B, while amplifi- 
cation points are shown at A. There is good rectifying action and 




no miorophooic effect. The distance of the plate from the grid 
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and filament ensures good grid control and a good slope of charac- 
teristic. 

Dealing with the 200-volt cuirve the valve acts as a detector 
with — 6 volts on the grid ; at this point also there was slight 
amphfication with close reaction coupling. With — 4 volts on 
the grid best signals were obtained with clear amplification when 
the reaction coupling was loose enough to prevent the valve 
oscillating. On closer reaction coupling the valve generated 
oscillations and this adjustment gave the usual heterodyned 
signals. This shows that the valve will function well with a small 
leaky condenser in series 
with the grid and 4 volts 
on the filament. 

At — 2 volts on the 
grid no signals were ob- 
tained, and on examining 
the curve it is seen that 
the valve oscillates here 
without rectification. 

At grid volts there. & 
was a fainf detector action ^ 
on strong signals without ^ 
reaction coupling ; with ^ 
reaction coupling there' 
was good clear amplifica- 
tion when the coupling 
was loose, but heterodyn- 
ing when the couphng was Fto. 93. 
mado close or the aerial 

series condenser brought to a^ small value. Either of the latter 
adjustments start generation of partially rectified oscillations in 
the valve, hence heterodyned signals result, as they would in any 
hard vacuum valve working near the saturation bend. 

With 100 volts plate potential best signals were obtained with 
— 2 volts on the grid, the amplification being hoarse or clear 
according to the value of the reaction coupling and aerial capacity. 
At zero grid potential no signals were obtained, but amphfication 
was noted at + 2 and — 4 volts grid potential, also detector action 
without reaction coupling at the latter point on the curve. 

Fig, 93 shows the curves of a later modification ot the valve 
which functions well on 160 volts plate potential. It will be 
noted that this later design requires positive potential on the grid ; 
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o-wing to the steepness and shortneas of the eharacteristic curve 
the grid potential is best obtained by a potentiometer adjustment. 
Curves obtained with a still later design are shown in Fig. 108. 

A valve made by the A.E.G. Company is shown in Fig. 94. The 
characteristic curve of this valve, as compared with the French 
one, is shown in Fig. 95 ; it is seen to be very flat, partly due to the 
coarseness of the grid mesh, but also partly due to the smalhiess 
of the filament from which there was not much radiation of 
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electrons, and partly due to the one-sided arrangement of the 



On 200 volts plate potential the plate current is at saturation 
at all grid potentials from — 9 to + 9. The valve is not nearly 
as sensitive as the French one for relaying or amplifying low 
frequency pulses ; it does not oscillate, therefore will not amplify 
high frequency oscillations to any extent, nor act as a heterodyne. 
At thetime this valve wasinuse there was no evidence to show that 
the Germans used valves on high frequency work, and apparently 
they employed them only for low frequency amplification. 

'I'he filament current of this A.F,.G. valve must not exceed 0-52 
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ampere, and the advantages which the valve possessed were : 
first, it took a very small current from the H.T. battery so that the 
latter could be small and light ; second, it was very steady when 
used in L.F. Amplifiers with an entire absence of noise, micro- 
phonic or otherwise. The valve is badly designed, the grid is too 
coarse and the filament too small ; also the distance of the 
filament from the grid and plate is not uniform. 

A second uid later type of valve made by the A.E.G. Company 




is shown in Fig. 96, while its curve compared with that of a French 
valve is shown in Fig. 97. 

This valve resembles closely the original design of Audion. 
The valve was guaranteed for use with a filament current of 
0-56 ampere, but the resulting curve on this filament current is 
very poor and flat. The curve shown in Fig. 97 was obtained by 
pushing up the filament current to 0-6 ampere with an applied 
E.M.F. of 3 volts, and with 75 volts plate potential. 

Good amplificatignot signals was then obtained with zero applied 
grid potential and close reaction coupling, the plate current being 
about 1-1 milliampere. The signals were heterodyned, and C.W. 
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aignala heard faintly, so that the valve must have been oscillating, 
bat its oscillating component of plate circuit current was so slight 
that it could not be detected on the miUiammeter. 

With the French valve, using 0-52 ampere of filament current 
on 3-72 applied volts and -\- 75 volts plate potential, C. W. and spark 
signals had more than twice the strength of those in the German 
valve. The French valve had — 4-5 volts applied to the grid and 
the plate current was abont 0'9 milliampere. 

Fig. 98 shows the construction of a valve made by the Tele- 
funken Company, of which two were cap- 
tured with a Low Frequency Amplifier in 
the German lines during the operations in 
March, 1917. The plate, grid, and filament 
were very firmly supported on glass brackets 
and tying pieces so that there was no rela- 
tive movement, and as a consequence, when 
the valves are used in an amplifier, there is 
an absence of microphonic noises in the tele- 
phones on shaking or jarring the apparatus. 
The characteristic curves of these valves are 
I shown in Fig. 99 ; compared with those of 
the French valve they are very poor. The 
curve of the Telefunken valve had not a 
steep slope, therefore it did not amplify nor 
relay to the same extent as the French 
valve ; this flatness of slope in the carve 
is partly due to the very open mesh of the 
valve grid and is also due to the fact that 
the plate and grid do not surround the 
Fio. 98. filament. 

It will be noted that there is no sharp 
bend in the characteristic curve, so that this valve had not good 
rectifymg properties and was poor as a detector. However with 
reaction couphng between the plate and grid circuits the valve 
amplified and gave best signals with about —1-5 volts on the grid. 
The valve was a poor oscillator, and no difference of plate current 
was noted when the reaction couphng was made close, nor were 
the signals heterodyned. It was essentially a valve with a uniform, 
though not steep, characteristic, for use in Low Frequency Ampli- 
fiers, The fact that it did not easily generate oscillations made 
it work very silently in L.F. Amplifiers. 

The best filament voltage is about 2-6 volts, and the plate 
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potential then required is from 76 to 100 volts ; when used in an 
Amplifier it appeared to function beat on 50 volts, though in the 
German apparatus a 90-volttattery without tappings was supplied. 
This valve was very sensitive to change of filament voltage, 
an increase of the latter starting yowling or hissing in the valve, 
while a decrease cuts out the signals. In the 2-valve L.F. 
Amplifier with which these valves are used there is a baretter of 
iron wire enclosed in hydrogen in series with each filament ; this 





/ 








»^'''' /^^ 




4v/ ijS^ 




jt^' bjt-'^josi ' 




J&*' ^y^^^i^-""''''^ 




V^^^^^^^^^^^ 


"^^O-^ 


JU""''^ fitoct'On Coafi/ing. 



— ■« Grid Volts ► -*- 

T10.90. 

serves to keep the filament current constant on slight variation 
of battery voltage. The amplifier also contains an extra filament 
rheostat coil wound on a bobbin. A 6-volt Edison battery was 
used for providing the filament currents of the two valves. This 
type of valve was used in the Amphfier of Fig. 54. A later design 
of the same type is shown in Fig. 100 ; it has a shorter filament 
and was evidently designed to be used under the same conditions 
as the A.E.G. valve, No. 8081, shown in Fig. 94. 

The Marooni Company have constructed a valve known as the 
V. 24 which, in design, follows closely the lines of the French valve 
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but in shape ia similar to the Q valve. The arrangement of plate, 
grid, and filament is similar to that in the French valve, but 
the plate and grid diameters are smaller and therefore these 
electrodes are closer to the filament. Like the Q valve the filament 
circuit inside the valve includes a small spiral spring to absorb 
mechanical shock, also the plate and grid leads are brought directly 
out through the sides of the glass tube, thus ensuring that the 
capacity effects in the valve are a minimum. 

Its characteristic curve with 4 volts across the filament and 




65 volts plate- potential is shown in Pig. 101, together with the 
curve of a French valve under the same conditions. The filament 
and plate potentials are marked on the curves. 

It is seen that this valve is suitable for use in H.F. and L.F, 
Amplifiers, having the advantage of functioning on small plate 
current ; it is not suitable for rectifying or heterodyning, though it 
does give rectification at the saturation bend and. slight amplifi- 
cation when the plate circuit reacts on that of the grid ; it also 
oscillates .slightly just below the saturation bend. Its saturation 
current is not increased by increasing the plate potential. The 
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valve requires negative potential on the grid and is not suitable 
for use as a detector with a leaky grid condenBer. One advantage 
o[ its low saturation current is that the valve will have hmiting 
properties which are oselul for reduoiug jamming effects, as will 
be described in the next Chapter. 

Late in the war, and after the Germans had captured samples 
Tfi FFUNKENDRP '^^ *^^ French valve, they devoted their 



TYPE E.V.E.I73 




energies to the reproduction' of a similar 
valve with the same characteristics ; a deli- 
cate compliment to the scientific success 
of our AUies. The first German valve of 
French design which the author tested was 
dated 17-9-1917 ; it was made by the 
Telefunken Coy. and known as type E.V.E. 
178 ; thedesign is shown in Fig. 102. The 




dimensions of grid, plate, and filament are very similar to those of 
the French valve ; the plate is of nickel sheet but is only about 
three-quarters the diameter of the French valve plate. The grid 
is of thin nickel ribbon rather than wire, and has a stiffening rib 
along its length ; the filament took 0-62 ampere at 4 volts as 
against 0-65 ampere taken by the French valve. 

Fig. 103 shows the plate current characteristic of this valve 
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OS compated with a French one, using 62 volts plate potential ; 
it will be noted that the curve is farther over in the region of positive 
grid potential and has not so steep a slope as that of the French 
valve ; thia is probably due to the shghtly coarser grid, though a 
harder vacuum may partly account for it. With 1 -2 milliamps. ot 
plate current the apparent plate resistance of the valve is about 
50.000 ohms as compared with 24,000 ohms for the French Metal 
type valve. 

For fj.F. amphGcation with zero grid potential the German 
valve takes less plate current than the French one, but its ampli- 
fying power, as shown by the slope of the curve, is not quite so 
good. The valve was a poor oscillator when the plate and grid 
circuits were coupled, and required tight reaction couphng to receive 
C.W. signals at grid potentials between — 2'5 and — 4'4 volts. 
This is shown by the dotted curve. The oscillating current of 
the French valve under the same conditions is shown dotted ; it 
can easily he realised that the French valve oscillates with much 
looser coupling and gives stronger C.W. signals. 

For the reception of spark signals the German valve has a good 
rectifying bend ; it gives good clear signals when used as a detector 
at the bend of the curve, and good amplification without much 
heterodyning effect when reaction coupling is employed. Its 
grid current is greater than that of a French valve, for positive 
grid potentials, but on working points for reception the grid 
resistances of both are equally high. In 1918 the Teleftmken 
Company began to make these valves with copper plate and grid, 
probably owing to the scarcity of nickel. The copper showed 
signs of being chemically treated, possibly with cyanide of potassium 
and alcohol, to rid the surface of impurities and make the electrodes 
of different valves uniform in action. 

Early in 1910 they produced a new valve, known as the 
R.E. 16 type, in which the arrangement of electrodes was 
still similar to that of the French valve, but the plate and 
grid were about half the diameter and therefore closer to the 
filament than in the E.V.E. 173 type. A French type valve was 
also made by Seddig of Numberg, with plate and grid of copper, 
but the plate and grid diameters were about the same as in the 
French valve, and larger than m the Telefunken E.V.E. 178. The 
plate current characteristics of all these valves compared to that 
of a French Metal type valve are shown in Fig. 104. The 
potential across the filament was kept constant in each case at 
4 volts, and the plate potential at 65 volts. 
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The results o£ the compariaon may be summarised as follows : — 
The B.E, 16 valve takes a little l^a filament current than the 
French valve ; its plate circuit resistance ia about the same and 
it gives the same plate current cfaaracteriBtic under non-oscillatmg 
FILAMENT VOLTS —4- 
PLATE VOLTS — 65 




— ^ Gfi/D S^OLTS > -t- 

Fio. 104. 

conditions. Its grid current is ^eater than that of a French 
valve, but equally small for working points as a detector ; it 
oscillates freely enough to make it suitable for heterodyning C.W. 



The E.V.E. 173 and Seddig valves take about the same filament 
current as the French valves, do not amphfy so well, and have a 
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plate resistance about double that of the French valve for normal 
working plate ourrent. They have good rectifying bends on the 
characteristics. The grid currents at reception values of plate 
current are small like that of the French valve. The valves do not 
oscillate freely even with tight couphng, both plate and grid 
currents reaching saturation earlier than those of the French valve. 
The R.E. 16 type valve is interesting as its plate characteristic 
is practically identical with that of the French valve, though it 
takes less filament current and has 
the plate and grid much closer to the 
filament. With the plate potential 
and filament current noted, best re- 
ception of C.W. signals was obtained 
with 8'6 volts negative on the grid 
and a loose reaction coupling which 
made the plate current about 0'8 
milliamp. We have seen that in 




— ■* — e/f/o VOLTS — ^ + 
FiQ. 105. Fill. 106. 

the Marconi V. 24 valve, where the plate and grid are closer to 
the filament than in the French valve, the characteristic is very 
different and reaches saturation sooner. 

Valves were also made by the Siemens and Haiske Company 
for use in low frequency amplifiers ; one of their designs is shown 
in Fig. 105, A second design was a slightly modified form of this 
one and gave a different characteristic. The plate current 
characteristics of these two valves compared with those of a French 
8 type valve are shown in Pig. 106; the curves being marked 
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mth iilament volts, filament current, and plate volts. The curves 
of the Siemens and Halske valves were taken with 0'52 amp. of 
filament current, as this was the highest value for which the valves 
were guaranteed. 

It will be seen that the curves have a poor slope compared with 
those of French type valves ; their current amplifying factor is 
therefore not so good, but they do not generate oscillations and 
function silently in L.F. Amplifiers, The poor slope of character- 
istic, with no decided bend at the bottom, is 
probably due to the coarseness and open 
mesh of the grid ; this also p&rtly explains 
the low value of saturation current. The 
valves are very poor rectifiers and useless for 
C.W. work. At 1 milliamp. of plate current 
the valve resistance in the plate circuit ia of 
the order of 60,000 ohms with 0-52 amp. of 
filament current. 

Another design of valve made by Siemens 
and Halske is shown in Fig. 107 ; it is inte- 
resting in the fact that it has a small auxiUary 
grid closer to the filament than the main 
grid and concentric with the latter. The 
mam grid ia in the form of a squirrel cage 
consisting of eleven bars parallel to the fila- 
ment and connected together at the ends by 
rings ; the auxiliary grid consists of four 
similar bars. The author was not able to 
test this valve as the only specimens available 
to him had broken filaments. The use of 
valves with auxihary grids will be dealt with 
in the next Chapter. Fio. 107. 

The plate current characteristics of Mar- 
coni, French, and German valves are shown for comparison in 
Fig, 108 ; the figures on the curves denoting in order ;— potential 
across filament, filament current, and potential between plate 
and filament. In each ease the plate and grid circuits were 
completed to the negative end of the filament, 

A receiver valve, of the Audion type, made by the Western 
Electric Co,, U,S,A. is shown in Fig. 109, whilst its characteristic 
curve compared with that of a French valve ia shown in Fig. 110, 
Thia valve has a long hairpin filament, and functions when the 
filament is at a dull red heat, with a current of about 1 ampere on 
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2-2 volts. The plate current characteriatic is very good, being 
steeper than that of a French valve ; when the valve is required 
to generate oscillations for C.W, reception the coupling between 
the grid and plate circuits must be of a greater value than when a 
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French valve is used. The valve has got comparatively large 
electrodes ; the grid is of fine wire and fairly open mesh about 
0-16 cm. from the filament ; the plate is of slightly crinkled nickel 
sheet and is about 0*35 cm. from the filament. 

Conclusions. — It is evident that the design of a valve should be 
based on the specific function it has to perform, and that a single 
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design of valve which can be i^ed indiBoriminately for either recti- 
fication, amplification, or generation is by no means desirable. The 
present tendency ia to have several valve designs, each suitable for 
one particular .piirpose;thus the Marconi Co. use the Y.24 valve for 
amphfication through transformers, and the Q valve for rectifica-: 




Fm. 109,— Fnll 



Grid Volts.— 
FiQ. 110. 



tion, amphfication through reaction, and heterodyning C.W. signals, 
whilst a different design is used for transmission. Similarly the 
Germans use valves of the A.E.G. or Siemens and Halske design 
lor amphfiers ; these valves do not generate oscillations easily 
and the amplifier works silently in spite of parasitic capacity or 
other effects which tend to cause oscillations. Valves of the 
Telefunken E.V.E, 173 or Seddig type are suitable for rectification 
VOL. n. o 
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and amplification through reaction ^thout heterodyning, while 
the Telefunken R.E. 16 type is beat for the reception of C.W. 
signals. 

Given a hard vacuum the plate current characteristic of a 
valve 13 governed by the design of the grid and the distances of 
plate and grid from the filament emitter of electrons. With a 
grid of fine material and fine mesh, and the plate fixed near it, 
the oharaoteristic curve will be in the region of negative grid 
potential; it will not have a very steep slope, and will reach satur- 
ation at low current values, as in the V. 24 valve. With a coaraer 
grid material or the plate a little further away the characteristic 
curve will rise more steeply, and to higher saturation values, as 
in the French and E.E. 16 valves. 

If the plate is placed comparatively far away from a grid of fine 
mesh the characteristic curve of plate current will be in the region 
of positive grid potential ; it will have a good rectifying bend at the 
bottom, where the negative field in the space between the fine- 
mesh grid andfilament is suddenly broken down bypositive potential 
on the grid. The curve will rise steeply but will not attain a high 
saturation value, because increaaing positive potential on the grid 
will increase the grid current rather than the plate ciurent, on 
account of the distance of the latter. The valve will oscillate 
easily because the plate current curve is a steep one ; it will not 
oscillate strongly because the saturation value on the curve is 
low. These considerations are exemplified in the Q valve. 

If the grid is placed closer to the filament the plate should 
also be placed closer if the same characteristic curve is to be 
reproduped ; otherwise the curve will move over into the region 
of positive grid potential and will not have a high saturation 
value. 

If the grid is of coarse mesh it will require considerable negative 
potential on it to stop the plate current or make the valve function 
low down on the characteristic curve, as may be required for recti- 
fication or for limiting the steady value of plate current in L.F. 
amplifiers. With a coarse grid the latter object can be attained 
by having a smaller filament, but in this case the plate current 
curve will not be steep and the amphfying factor will be small. 

When a valve is used as a rectifier across an oscillating circuit, 
with or without reaction amplification, it is important that the 
grid current at the working point should be zero or very small, 
otherwise the valve will have an undue damping effect on the 
oscillations. This means that the apparent resistance in the 
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valve betwemi the grid and the filament should be very high ; 
it can be attained by having a fairly fine grid not too cloae to the 
filalnent. If the valve is required to generate oscillations, for 
C.W. tranamission or heterodyne reception, the grid may be of 
coarser material or placed closer to the filament. The amplitude 
of valve-generated oscillations with loose coupling largely depends 
on the steepness of the plate current characteristic and a high 
saturation value. The greatest oscillation ampUtudes will be 
obtained if the pulses of grid potential correspond to large pulses 
of plate current ; these cannot be given if the saturation value . 
is low, or if the plate curve is not steep. 

Two other valve design considerations may be mentioned ; 
they are the efficiency of emission of electrons from the filament 
and the useful life of the valve. Bichardson's equation shows that 
the emission of electrons depends on the temperature of the 
filament ; the emission at a given temperature can be increased 
by depositing limes on the filament surface, but this generally 
•means that a greater heating current is required to give the same 
temperature. 

Comparisons of temperatnie for a given watts input can be 
made by photometric methods. 

The hfe of a valve coincides in most cas^ with the life of its 
filament ; if the latter is overrun to get a good emission of electrons 
the life will be short. In commercial work the life is probably 
a matter of greater consideration than the filament efficiency ; 
it is for tlua reason that in the comparisons given above 
the valves have been tested with filament currents for which they 
are guaranteed or with, which they are likely to have a useful life. 

QUESTIONS ON CHAPTER X. 

1. Give iui approximate calcnlation of the energy coiuumptioii of a Pliotroa 
Tftlve used on a wirelew receiver. 

2. W^t are the charscteriatio properties required in a valve which ia to be 
used in n L.F. Am^JiCcr T Briefly denote how it shoald be dceigned in order that 
it should give these propertice. 

3. One valve oscillates more freely, or with looser reaction coupling, than 
another. Briefly state the probable reaaona. 

4. Why should the eleotrodea in a valve be (irmly supported I 

6. A valve requires a high plate potential in order to give a steep plate current 
characteristic. What is the probable reason T 

G. What are the probable characteristics of a valve in which the grid is very 
close to the filament and the plate very olceo to the grid T 

7. What determines the smallest size of filament suitable for a receiver valve T 

8. How will the eharacteriatica of a valve be modified if it la re-designed : 
(n) with a grid of much finer mesh ; (b) with a grid of much coarser material T 

9. Hotr can you ascertain if there to uiy ionio effect in a valve T 
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CHAPTER XI 

SPECIAL VALVE DESIGNS AND CHARACTERISTICS 

AndKBU <^ the Western Electric Co. — ^The Western Electrio 
Co., U-S-A., have lately designed and patented Andion valv^ 
in which the grid is extremely close to the filament, being only 
separated from it hy a thin insulating film of nicketoos oxide. The 
anode plate is placed very near the grid and filament so that good 
amplification is obtained with low plate voltages. In these valves 
the filament is wound over the grid so that the latter does not 
intervene between the plate and filament. 

In small Audioes of this design the grid ia an inverted V-shaped 
loop of wire with a film of nickeloos oxide on its snrfaee, and the 
filament is wound- in tarns of wire 
on this grid. The plate consists 
of a rectangular sheet of metal at 
each side of, and close to, the grid 
and filament. 

The design of this valve in 
larger sizes is shown in Fig. 111. 
Here the grid ia a cylinder of 
metal (G) with the filament (F) 
over it and a cylindrical plate 
(P) surrounding them. The plate 
and grid are supported by metal 
arms (M) and (M) from a glass 
central supporting pillar. 

In still larger sifees for trans- 
mission purposes the valve is 
Pj^ jj] made cylindrical, hke a tube with 

a double glass wall, so that a 
tubular opening runs right through the centre. Through this a 
circulation of cold water or other liquid can be passed, so that the 
valve can handle large amounts of energy without danger of 
overheating. ■* 

196 
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In another type of large Audion made by this Company the 
plate consists of a long ribbon of metal, folded backwards and 
forwards, on both sides of the grid and filament. The idea under- 
lying this construction is that the long strip plate has a higher 
resistance than ordinary sheet plates ; therefore it can be raised 
to a high temperature with comparatively small currents to drive 
oat occluded gases during the construction of the valve. The 
grid is a winding of wire on a glass rectangular frame inside the 
plate ; the sides of this frame carry little metal hooks on which the 
filament is fixed inside the grid, hhJD% wound diagonally on the glass 
frame from the bottom to the top of the frame. The filament is 
connected so that there are three portions in parallel, in other 
words instead of being a long filament with a great potential 
difiFerenee between its terminals it really consists of three filaments 
in parallel. 

Djmatron or Negative Benstance Talve.— If electrons strike 
against a positive, or plate, electrode with siifficient velocity they 
may cause other electrons to be shaken out of the material in 
the plate ; this secondary emission of electrons from the plate 
constitutes what Sir J. J. Thomson called the " Delta rays," 
already referred to in Chapter II. II the velocity of the bombarding 
electrons is sufficiently great the number of electrons emitted by 
the plate may be much greater than that of the electrons which 
arrive at it, so that the effective electron, or current, flow in the 
plate circuit may be reduced, or even reversed by the action of 
this phenomenon. It has already been pointed out that the velocity 
of the arriving electrons depends on the plate and grid potentials, 
therefore the phenomenon of plate emission can be controlled hy a 
proper adjustment of these potentials. In an ordinary valve the 
electrons emitted by the plate are generally drawn back again into 
it, because its positive potential is much higher than that of any 
electrode, such as grid or filament, near it ; if, however, the 
grid potential is made highly positive compared to that of the plate 
the emitted electrons may be attracted to the grid. 

Thus it can be arranged that a proportion of the electrons 
radiated from the filament pass through the grid to the lower 
potential plate, striking the latter with such a velocity that it 
- emits electrons which are drawn to the grid. 

If, now, a plate circuit characteristic curve is taken in the 
ordinary way, with a fairly low positive plate potential, the current 
will rise to saturation and then begin to decrease again with 
inereasiug positive potential apphed to the grid. 
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Dr. A. W. Hull first drew attention to the posaibilities of a 
valve designed and connected up so that this action waa accentu- 
ated; his valve ia made by the General Electric Co., U.8.A., and is 
now known as a Dynatron. It may be employed to limit the 
strength of jamming signals, to generate oscillations, or to introduce 
a negative resistance effect into an oscillating circuit. Since the 
control electrode has to stand electron hombardment and carry 
comparatively heavy currents, it must be more massive than the 
grid of an ordinary valve. 

In any valve the saturation value of plate current can be 
reduced to a low value by reducing the filament temperature, 
though this is generally accom- 
panied by a bad slope of curve 
which means poor rectification 
on weak signals ; it can also be 
limited by adopting a suitable 
design of valve, as in the case of 
the Marconi Q and V. 24 valves. 
By modifying the design, using 
a fairly coarse grid of fine mesh, 
a" characteristic curve as shown 
in Fig. 112 may be obtained, 
""' ^'^' with suitable adjustment of fila- 

ment temperature. If the valve is made to function at the point 
o it is seen that both halves of an oscillation of grid potential 
caose a decrease of 
plate current, i.e. both 
positive and negative 
halves of oscillations 
will be rectified. At 
the same time a limit 
is placed on tbe 
strength of the conse- 
quent current pulse 
in the plate circuit, 
and this can be used 
to ensure that the 
pulses caused by atmospherics or strong local janmiing are not 
stronger than the signals it is d^ired to read. 

A method patented by the Marconi Company and P. P. Swan 
for the use of a valve as a limiter is shown in Fig. 113. The 
potentiometers pi and p^ adjust the potentials of the grid and 





Fio. 113. 
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plate respectively, the rheostat r adjusts the filament temperatore, 
while the reaction coil B ia used to balance out any accidental 
direct coupling that may exist between the aerial and plate circuits. 
In this case the valve is not used for rectification but only as a 
limiter. 

The General Electric Company of the United States have 
patented a method of using the secondary fiow of electrons from the 
plate of a dynatron to set up oscillations in a valve circuit ; indeed 
the name implies that it can be a source of energy. The valve is 




one with a tungsten filament surrounded by a cylindrical wire 
grid outside which is a cylindrical metal plate. The connections 
are as shown in Fig. 114 {a), where it is seen that the grid is made 
highly positive with respect to the filament and the plate is not so 
positive as the grid. The action is explained by the plite current- 
plate potential characteristic in Fig. IH {i). If the plate is at 
the same potential as the filament all the attracted electrons will 
go to the grid and none to the plate, whose current is then zero, 
as at A. As the plate potential is increased it gets a proportion 
of electrons which increases ontil it roaches a maximum, as at B. 
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- Farther increase of plate potential makes it emit more electrons 
than it receives so that the plate current decreases ; as ite potential 
is made more positive the increasing velocity of the arriving 
electtons makes it emit more and more electrons, until the resultant 
current becomes zero at C. Any further increase of the plate 
potential actually reverses the plate current, as shown at CD, but 
when the plate potential is approaching that of the grid the 
attraction of the grid for the emitted electrons falls off, and the' 
reversed current begins to decrease beyond D. Further increase 
of plate potential will bring the plate current back to zero and 
it will then go on increasing in the usual manner, as the emitted 
electrons are now absorbed back into the plate. However, we are 
only concerned with the portion BC or BD of the plate current 
curve. Here.an increase of plate potential gives a decrease of plate 
current so that under these conditions the valve behaves as if there 
were a negative resistance in the plate circuit, similar to that 
set up by an arc generator described in Vol. I. 

The effect of varying the anode grid voltage is to change the 
range of the negative resistance portion, BD, of the curve in Fig. 
IH (6) without changing the slope of the curve, i.e. without 
changing the negative resistance value. 

The number of primary electrons set free depends on the temper- 
atureof the filament and is nearly independent of the plate potential. 
Therefore the effect of varying the filament temperature is to change 
the slope of the negative resistance curve, BD, without changing 
its range ; in other words it changes the value of the negative 
resistance. 

In a paper contributed by Dr. W. Hull to the Institute of Radio 
Engineers (January, 19J7), he has shown the conditions under 
which a dynatron will generate oscillations. Suppose the plate 
circuit includes a coil, of inductance L and resistance B, shunted by 
a capacity K ; let r be the negative resistance effect of the dynatron 
and Ij,, lo, Ig, be the currents in the plate circuit, coil, and capacity 
respectively. If E is the instantaneous value of the E.M.F. 
across the coil at any moment, we have : — 

Ip = - + l0 

T. = I, + I^(approx.) = -K^. 
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Eliminating E and I^ this gives — 

from which we obtain 

The exponential index shows us that the condition- under which 

oscillations mil be generated ia : — ( =- + ^=7 ) < 0, or Kr < ^. Dr, 

Hull has proved this cendition experimentally. 
The frequency of the oscillations ia given by — 



1 / 1 (B. 1 Y 



' iiT^ LK 

It is therefore seen that the damping factor iaii^, — 9-^-/' ^^^ 
not — as in the ease of an ordinary oscillatory circuit. 

The dynatron has been employed to generate oscillations at 
frequencies from 1 to 20,000,000 per second, and for outputs of 
more than 100 watts. 

The oscillating circuit can be inductively coupled to an aerial 
circuit in the usual manner tor radiating purposes. 

Since the grid in a dynatron is at a higher potential than the 
plate and ia made specially coarse, it is better named an Anode, 
as in the specifications of the General Electric Co. 

This Company has also patented a method of employing the 
negative resistance effect of a Dynatron valve to amplify received 
oscillations of potential. A method of connections which may be 
used for this purpose is shown in Pig. 115. Preferably the plate 
potential should be adjusted so that the valve is fmictioning at 
the point C on the curve of Fig. 114 (b), but this is not necessary 
provided it ia functioning at some point on the portion BD of the 
curve. It is poaaible alao to obtain the necessary plate potential 
by a tapping to the anode battery. I^et E be the impresaed plate 
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voltage, ei the drop of potential in R, e^ the drop of potential 
in the dynation of negative resistance, — f , and I the resulting 
current. 

Thenci = IB;e( = -Ir — (— V); andE = I(E-r)— ( — V); 
therefore ^ = ^r— ■ Since B— r can be made very small the ratio 

of de^ to (£E can be made very large. That is to say, an impressed 
pulse of voltage d^ from an aerial circuit through the coupling 
at X can produce a much greater pulse de^ in the portion B of 
the plate circuit. The latter may be receiver apparatus so that 
the dynatron acts as an amplifier, and it is said that amplifications 
of 1000-fold may be thus obtained. 




For current amphfleation the dynatron is connected in shunt, 
or in parallel with, the circuit in which the current is to be amplified. 
The negative resistance of the dynation is adjusted to be numeri- 
cally equal to the positive resistance of the circuit in shunt with it ; 
the slopes of the two current curves are then equal and opposite, 
BO that each may be comparatively large whilst the resultant or 
impressed current is small. Thus 



I=i,.+ i.-E(^-,^) 



■I B-r 
and this ratio can be very large when r is nearly eqaal to R. 
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A General Electric Co.-HuU dynatron is shown in Fig. 116. 
In the British pa- 
tent No. 114539 (1918) 

of the British Thomson 

Houston Co., acting for 

the General Electric 

Co., Schenectady, the 

nseoi a dynatron ae an 

amplifier, or detector, 

or both, is very clearly 

described. The plate 

current curve is seen 

in Fig. 117, the point 

G on the curve being 

the value of the plate 

current when the plate 

potential is equal to 

that of the anode grid. 

By properly designing 

the valve the portion 

BD of the curve can be 

nearly a straight line. 
As an amplifying 

detector the dynatron Fio- no.' 

is connected up as shown in Fig. 118, and the potentials adjusted 
so that the valve functions 
on some point near B or D 
on the portion BD of the 
curve. Since B and D are 
rectifying bends on the 
curve the valve wiU then 
act as a detector; since 
it is functioning on the por- 
tion BD of the curve it will 
introduce a negative resist- 
ance effect (r) into the cir- 
cuit. The damping factor of 
R ^ 




' Tlie lilament is » Bpiral oF tongsten wiro, the anode or grid 'a a spiral of stout 
wire, and the plate a ajlinder of metal. 



D,j.,.db,Googlc 



204 TEXT-BOOK ON WIRELESS TELEGRAPHY 

B Ib the positive lesiBtanee of the circnit, L its indactaiico, and 

K its capacity. This damping factor equals zerowhen Br= - , 

Owing to the tendency of the valve to generate oscillations, 

i.€. when Br is less than ^, the high uiductaDce of the telephone 

receivers might make these oscillations occur at audible frequency, 
and therefore interfere with the reception of signals. The condenser 
K, acri^s the receivers, if properly adjusted, will prevent this ; 
its value may be also adjusted in combination with that of the 
valve negative resistance effect to make the receivers most sensitive 



for a given Audio frequency. This particular Audio frequency 
can be that of the signals it is desired to receive, so that the 
sensitiveness may be greatly increased by using Kj to bring the 
telephone circuit into resonance. 

If the damping factor f — i^ ~ '^ negative, in other words if 

the negativ 

valve generates oscillations. The circuit can be tuned so that the 
frequency of these ia slightly different from that of the received 
oscillations ; the latter are then heterodyned. Thus the. arrange- 
ment can be used to receive C.W. signals. 

The advantage claimed for this system is that it enables a 
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. closer coupling than usual to be employed between the aerial 
and closed cminits, without aacrificing selectivity or reducing 
sensitiveness, since the damping effect is negligible and the 
sensitiveneBS id therefore independent of coupling, as it is also of 
resistance. 

The dynatron may be employed only as an amplifier to neutralise 
the positive resistance of the receiver circuit, reduce the damping, 
or, in the case of C.W. reception, set up local oscillations. In this 
case a second valve, or valve system, would be employed for 
rectification. One method of making up a receiver circuit on these 




lines is shown in Fig. 119. It may be noted that the dynatron 
will now reduce the damping due to grid circuit current in the 
rectifying valve, as well as that due to positive resistance of the 
receiver circuit. 

It is evident that^ the dynatron may be inductively coupled 
to the receiver circuit instead of being directly coupled as shown 
-in Fig, 119, The detector valve may require a potentiometer in 
the grid circuit, and a telephone transformer may be employed 
in the usual manner. 

With, the design of dynatron made by the General Electric 
Company it is possible to stop the reversal of plate current, 
at higher plate potentials, by subjecting the current in the valve 
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to a loD^tadinal magnetio field, This has tbe effect of 
distorting the electron flow bo that it follows an obHqae 
or curved path outwards from the filament, and very few 
electrons get through the grid anode. The secondary emission 
from the plate is therefore diminished and the plate cnrrent- 
plate volts curve will be as shown in Fig. 120, where it is 
the curve of continually increasing current, whereas the normal 
dynatron curve (shown dotted) rises to a maximum and then 
falls. 

Pour-Eleetrode ValTes used as Limitetfl. — With varying grid 
potential the plate current of a valve can vary between zero 
and its saturation value ; the latter can be reduced by reducing 
the filament temperature, and with low filament temperature 
the possible variation of plate current is very limited, having the 
same range for small or large variations of grid potential. 
This action can be employed 
to limit the efEect 
strong atmospherics, or ol 
local signals, in a valve 
amplifier or detector ; 
fortunately, however, a 
duction of filament t 
perature is generally 
companied by 
of the slope of plate cnrreni 
Fro. 120. characteristic, thereby de 

creasing the sensitiveness of the valve. 

The Marconi Company and G. M. Wright have patented a 
valve arrangement which acts as a limiter and in which the valve 
itself has a second, or auxiliary, grid. A diagram of the circuit 
proposed is shown in Fig. 121 ; the valve filament is used simply 
to supply a flow of electrons, and its temperature is adjusted to 
the usual suitable value by means of a rheostat. The oscillating 
circuit i? connected to the grid G on one side and to the auxiliary 
grid Gj, through the potentiometer pi, on the-other, the potentio- 
meter being used to adjust the potential difference between the two 
grids to the moat suitable value. The tuned plate circuit is 
connected across the plate and auxiliary grid, and the oscillations 
set up in the plate current are handed on to the receiver through 
an inductive coupling. A reactance coil E is included in the 
primary oscillating circuit and is adjusted to balance out any 
accidental couphng that may exist between this circuit, or the 
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aerial circuit, and the plate circuit ; such a 
likely to exist owing to the assembly of the apparatus in 
a case or panel, and if not neutralised atmospherics or strong 
signals would pass direct. The potentiometer -p^ adjusts the 
potential difference between the auxiliary grid and the filament. 
It is found that Buch an arrangement of valve and circuit limits 
the permissible change of plate current for change of grid 
potential, even with a filament whose temperature is not 
dulled.' 

It would be better if the valve were designed so that the poten- 
tiometers p, and P2 ''f"'^ not necessary, as the insulation and 




Fro. 121. 



capacity effects to earth of the potentiometer batteries are likely to 
cause trouble. 

A valve with auxiliary grid can also be used as a limiter behind 
the receiver and detector by employing it as one of the valves 
in a L.F. Amplifier. They should also prove useful ifl L.F. 
Amplifiers employed as receivers in earth current signalling, as 
they will limit the effects due to earth discharges and leaks from 
neighbouring lines which are always so troublesome. The Siemens 
and Halske two-grid valve shown in Fig. 107 is used in a L.F. 
Amplifier. 

Pliodynatron. — The first four-electrode valve due to Dr. 
A. W. Hall and made by the General Electric Company, U,S.A., 
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was called by them a Pliodynairon, since it is a combination of a 
pliotron and a dynatron. They used it as an oscillation generator in 
which the output is controlled by the control grid, which is between 
the filament and the beaTier grid anode beyond, the latter being 
kept at a high positive potential. For example the potential of 
the control grid may be varied by speaking into a microphone 
coupled to the grid circuit through a transformer, so that the 
pliody natron can be 
- used for wireless tele- 
phony transmission. 

A view of a General 
Electric Co.-Hull pho- 
dynatron, suitable for 
use as a transmitter 
generator, is shown in 
Pig. 122. 

a.E.C. Valve with 
Two Plates, — A special 
tour - electrode valve 
made by the General 
Electric Company, 

U.S.A., contains two 
plates and is employed 
by them as an amplifying 
valve forthe microphone 
I control currents in a 
radio-telephony trans- 
mitter. It derives its 
plate potential by an 
inductive coupling to a 
high potential point in 
Fia, 122. the aerial circuit. With 

such a potential source 
plate current would flow in a one-plate valve only at each positive 
half cycle of potential induced by an oscillation in the aerial ; the 
two plates are therefore connected to the circuit in such a way 
that they act alternately, one on a positive half cycle, ihe 
other on a negative half cycle. The use of this valve in a 
transmitter of radio-telephony is shown in Figs. 192 and 193, 
Chapter XV. 

Western Electric Company Valve with Two Chrids. — This valve 
is not a pliodynatron but is used as an amplifying valve for 



DigiLiledbyGoOglc 



SPECIAL VALVE DESIGNS AND CHARACTERISTICS 209 

the microphone control currents in a radio-telephony trans- 
mitter. If a valve is generating the plate current oscillationa 
will be full and staple when the valve has a negative potential on 
the grid. An increase of this negative potential may atop the 
oscillations, a reduction of it makes the valve function farther 
up its characteristic curve and reduces the amplitude of the 
oscillating energy. Thus it is not good practice to use a valve to 
generate oscillations and at the same time modulate the oscUlations 
by acting on the grid potential with microphone currents. If a 
valve has two grids one can be used to fix the point of functioning, 
the other can vary the plate current by modulating its potential 
with the currents in a microphone acting through a transformer. 
The use of this valve is shown in Fig. 194, Chapter XV, 

Ordinary Three-Electrode Valve used as a limiter.— 6. M. 
Wright and the Marconi Company have patented an arrange- 




ment for enfploying a three- elect rode hard vacuum valve as a 
limiter or as a limiting detector ; in this method the oscillating 
circuit, instead of being connected across the grid and filament of 
the valve, is connected across the plate and grid. The valve 
employed should have a grid of fine mesh. The grid potential 
with respect to the filament is adjusted by means of a potentio- 
meter, and the plate potential with respect to the grid is adjusted 
by means of a battery or potentiometer. Fig. 123 shows the 
connections when used as a limiter, the limiting effect on the plate 
cunent for changes of grid potential being shown in Fig 124. 

VOL. II. p 
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A method aomewhat similar to this was used by De 
Forest in what was called the IJltra-audion Circuit ; the 
oscillating circuit was comiected across the plate and grid 
ot the valve, the plate circuit was completed in the usual 
way from plate, through H.T. battery and telephone receivers, 
to the filament, but there was no circuit between the grid 
and filament. The Audion was thus employed as a detector as 
well as a hmiter. 

Valve with Electrically Deposited Plate. — When an electric 
lamp is overrun, bo that the filament is raised to an excessive 
temperature, it may he noticed that the surface of the filament 
vaporises, and the vapour condenses as a deposit of ttmgsten or 
carbon (depending oa the filament used) on the inside of the globe. 
Dr. Langmnir has lately shown that a similar process may he 
adopted for forming the plate of a hard valve. A filament ol more 




FiQ. 124. 



than the required thickness is mounted, together with the grid, 
• as usual in a glass tube or globe ; the latter is then exhausted to 
a vaoaum. The filament is now raised to a high state of incandes- 
cence by passing a current through it ; the filament surface 
vaporises and the particles of vaporised metal condense to form 
a very fine coating on the inner surface of the globe.- This forms 
the plate to which a connection may be made by sealing a small 
piece of platinum wire through the glass. In order to prevent 
the vaporised metal from being deposited across the glass where 
the filament and grid leads enter, and shortcircuiting them, glass 
knobs or screens must be mounted in front of these points ; the 
vaporised metal issues out in straight lines and cannot pass round 
a glass obstruction. 

This construction would seem to be very suitable for a receiver 
valve since it gets over any trouble caused by inequahties of the 
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metal cousignmeots used in plate manufacture, and eliminates 
the occlosion of gases in the plate. 



QUESTIONS ON CHAPTER XI. 

1 What ia meant by ». limitiim valve, ond how doea it act ! 

2. How does a Dymtron diSer in deaign and use from aa ordinary hard 
aouum valve t 

3. How would you u^e a Dynatron to amplify signals ? 

4. What ifl a Pliodynatron valve 1 

5. To what uses can valves be put whioh have got— 
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CHAPTER XII 

CONTINUOUS WAVE TRANSMISSION 

The generation oi oscillations in the circuits of a valve has a 
been described in Chapter V, ; it was there explained that the 
oscillatioua were undamped, had an amphtude depending on 
the potentials apphed and the electrical constants of the circuits, 
and a frequency which may be that of the plate or of the grid 
circuit, but which, in either case, will vary slightly as the 
coupling between the valve circuits is raised. 

Advantages ol Valve C.W. Transmission.— Oscillations can 
be induced in an open, or radiating, circuit suitably coupled to the 
valve circuit. The oscillations differ from those set up by the 
discharge of a condenser across a spark gap in that they are 
undamped, or sustained, so that each resulting wave in the ether 
will carry off as much energy as the one that preceded it. The loss 
of energy from the ether waves as they are propagated through 
space will occur with C.W. transmission in the same manner as 
with spark transmission. 

Suppose that spark transmission is taking place on a 1200 metre 
wave at a spark frequency of 50Q per second ; the oscillation 

V 8 X 10^ 
frequency is ^ = ^ r : ■ = 250,000, and there may be 20 oscillations 

in the aerial at each spark. The amplitude of the oscillations at 
each spark will diminish towards the end of the train, involving 
a decrease in the rate of energy radiation. The conditions for the 
duration of two spark discharges will be as shown in Pig. 125 (a). 
Supposing that there are 20 oscillations per spark ; in each period 
of 5^0 second rapidly diminishing energy is radiated during i.j.' n^ 
second and none at all during the remaining r^Ven B^*)'^'^' 0^ ^^^ 
other hand, if the oscillations are generated by a valve on the same 
wavelength the conditions are as shown in Fig. 125 (b); the energy 
amplitude of each wave with the valve may be smaller-than the 
maximum one with the spark generator, but there is no time space 
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of idleness, and the total energy radiated in a given time may be 
greater for the same amount of applied primary energy. The 
effect on the distant tuned receiver is more persistent and aU the 
energy ia on one wave length, whereas in a spark system the energy 
is carried on a number of wave lengths. This partly accounts 
for the fact that the ranges obtained with undamped radiation are 
much greater than those of a spark system ; but the primary 
energy of a C.W. station can be smaller than that of a spark 
transmitter and yet the range wiU be greater, chiefly on account 




FiQ. 120. 

o! the more favourable conditions at the receiver as will be hereafter 
explained. 

A comparison of the circuits for generating electrical oscil- 
lations by the valve and spark methods is shown in Fig. 126 ; in 
either case energy is transferred to an aerial circuit by coupling 
it to the inductance L^ so that the oscillating currents in Lj induce 
oscillating potentials in the aerial circuit. 

Another great advantage of undamped oscillations is that they 
can force a short aerial to radiate energy on long wave lengths ; 
tor example, with 6 volts on the filament and 400 volts on the plate 
on a receiver valve of French design, an aerial 20-30 feet long 
and 15 feet high can easily transmit on wavelengths of 1000 metres, 
or more, over a range of 10 to 15 miles, to a receiver aerial 40 yards 
long and 15^feet_high. 
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When a short aerial is connected to the top of the coil Li in 
I'ig, 126 (a), and an earth to the bottom, the aerial and earth act 
as a small condenser ; each pulsation of current in Lj will induce 
an oscillating E.M.F. in it which is applied to this condenser, so 
that oscillating charge and discharge currents flow in the aerial- 
earth circuit and energy is radiated. The value of the oscillating 
current in the aerial will depend on its capacity so that it will be 
smaller the shorter the aerial. 

A third advantage which C.W. transmission possesses is that 





the potential strains in the aerial are much smaller than those 
required in a spark transmitter of the same output ; this simplifies 
the insulation required for the aerial and reduces the probabihty 
of serious leakage or brush discharge losses. 

LtBtly, it ia possible to have a number of C.W. stations in close 
proximity to each other working on wave lengths which differ by 
very small percentages without risk of jamming. When we say 
that a spark transmitter is working on 600 metres wave length we 
do not mean that all the energy radiated from it into the ether is 
on that wave length. Even with accurate tuning, loose coupling, 
and quenched closed circuit, the energy will probably be carried 
away on all wave lengths between 570 metres and 680 metres. To 



DigiLizedbyGoOglc 



CONTINUOUS WAVE TRANSMISSION 



saj that the station is working on 600 metres means that viost 
of the energy is radiated on that wave length, but there is also a 
considerable amount of energy radiated on the neighbouring 
wave lengths. Therefore it is not possible to have receiving stations 
working in the vicinity of a spark transmitting station without 
strong jamming, even when there is a great difference in the 
wave lengths of the transmitting and receiving stations. 

With C.W. or undamped wave transmission all the energy is 
radiated at one definite frequency or wave length, neglecting a 
small amount which will be carried on harmonics but will not 
penetrate very far. The percentage difference of wave lengths, 
or irequenoies, which can be employed at C.W. stations in close 
proximity to each other is therefore only limited by the difference 
of frequencies which will produce beats in the receivers. Up to a 
wave length of 1000 metres C.W. stations in close proximity to 
each other can employ wave lengths differing by only 5 per cent. 
without risk of interference. 

OsdllatiiV Currents in a C.W. Transmitter. — It may be 
advantageous to shortly review the oscillating conditions in the 
circuits of a generating 
valve suitably connected 
up and coupled. Let the 
circuits be as shown in 
Fig. 127, where M and M2 
are milliammeters in the 
plate and grid circuits re- 
spectively, whilst Ml is a 
hot-wire milliammeter or 
ammeter in series with the 
condenser Ki. The filament 
is at a suitable high tem- 
perature and the plate 
potential high enough to 
cause strong oscillations. 

For the moment let us assume that the value of Kg is zero and 
that the oscillating conditions are satisfied, in other words that 
B + --1^-™ ia less than zero, or M is greater than ^{Li + KifK) 

and is negative in sense. Here F is the voltage amplifying factor 
of the valve, E the external resistance of the plate circuit, r the 
valve plate circuit resistance, and M th^ coupling between the 
plate and grid circuits (see Chapter V.) 
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We have then four oacilkting components of oairents to 
coDBider — an oscillating ciinent in the grid circuit which is read 
on Mg, an oscillating component of current in the plate circuit 
whose mean value is read on M (assuming the plate current to 
oscillate between zero and saturation), an oscillating current in 
the plate coil Li, and an oscillating current in the condenser K], 
which is read on M^. The oscillating current in the plate 
circuit is the resultant of the oscillating currents in L^ and K^, 
these being in opposition of sign as far as the plate circuit 
is concerned. If K2 has any value the oscillating current 
in the grid circuit is the resultant of two oscillating components 
in the coil L2 and in the condenser Kg respectively. 

It must not be forgotten that the valve itself has got capacity 
effects which act in the plate and grid circuits in parallel with the 
condensers Ki and K2 respectively. For example, the wave length 
of the plate circuit will be a little greater than SO-SVLiKi owing 
to the small additional and shunted capacity effect of the valve ; 
perhaps also of the leads if these ate long and close together. 
Similar reasoning applies to the grid circuit. Generally the 
oscillation frequencies of these two circuits are very different 
from each other, as can be ascertained by uncoupling them and 
measuring them independently. 

The oscillations are sustained by the oscillating potentials 
induced in the plate and grid circuits through the mutual coupling, 
— M, between Li and L2. If % is the oscillating current in the 

di 
plate circuit coil, the induced potential in the grid circuit is — M-^ 

and its phase is 90° in advance of that of i(. The oscillating 

potential induced in the plate circuit is — ( Rij + Lt^ ) and it 

lags behind the phase of i, by an angle (90° -j- 6), where 6 is very 

small and tan d ^^^r-,^. Calling this oscillating potential v^ the 

(«cillating current in the plate circuit capacity Kj is —K^-^^ 

and it is nearly in opposition to t„ making an angle with the latter 
of (180—9)° and an angle of 90° with the oscillating potential in 
the coil Lj. 

Radiation Wave Length.— It may be recalled that when a 
closed oscillating circuit and an aerial circuit in a spark trans- 
mitter are tuned to the same frequency, and coupled together. 
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cardiation takes place on two wave lengths, both of which differ 
from that to which the circuits are tuned by an amount depending 
on the degree of coupling. If the circuits are tuned to different 
frequencies and the aerial one baa a high resistance it will be forced 
to oscillate at the frequency of the closed circuit ; on the other 
hand, if the closed circuit has a high resistance the aerial circuit 
will have oscillations induced in it by shock, and will then oscillate 
at its own frequency. The latter conditions correspond most 
closely to practical working. 

Now if the grid circuit of an oscillating valve has a natural 
frequency which differs from that of the plate circuit a question 
at once arises as to which will determine the frequency of radiation 
and the transmitted wave length. The question is most simply 
solved by experiment, and a description will therefore be given 
of results which were obtained in an experiment with an oscillating 
valve. 

A circuit was made up as m Pig, 127 ; the wave lengths ol the 
plate and grid circuits without Kj and K2, but with the valve 
filament heated and 100 volts on its plate, were respectively 
280 and 425 metres. Ki was now connected across the plate 
• circuit, Kj still left disconnected, and the wave lengths of radia- 
tion noted for various values of K^ as shown in the table : — 





Wave length &s meaaured by 








bnulng Into 


plnta olrcoit. 


Aofradlattonwith 




Kl 






Bemarke. 


in mi^ds. 


X of plate 


wfth valve 


























roactlon. 






01 


436 


610 


580, 1160, 1740 


Grid circuit kepi 
oonatant, of wave 
length =425 metrea 
when not reacting. 


0-2 


670 


690 


780. 1460, 2190 


The number of har- 


0-3 


810 


826 


860, 1720 


monics detected 


0-4 


946 


OBO 


080, 1960 


was limited by the 


0-5 


1146 


1160 


1190,2280 


range of Uie wave. 



A valve wavemeter was used to measure the radiated wave 
lengths. 

The wave lengths in the third column were rather difficult to 
determine accurately owing to the damping effect of the valve. 
Thus when capacity effect preponderates in the plate circuit the 
wave length of radiation is governed by the tuning of the plate 
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circuit, and is a little higher than that of the plate circuit owing 
to the mutual induction effect. 

Now keeping K^ constant at 0-2 mmfd., corresponding to a 
plate circuit wave length of 670 metres, or 690 with the valve. Kg 
was connected across the grid circuit and the radiated wave length 
noted as its value was varied : — 





ByboMhigaM 


OSB Krid circuit. , 




„ i«. 


A ol grid cirrjiit. 
withont valve. 


A nf arid circait \ 
wlthvalFu 
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01 


536 


620 ; 


770, 1830, 2310 


0-2 


730 


780 1 


810, 1620 


0-3 


905 


030 1 


890,1780 


0-4 


1040 


1040 


980,465,1640 


0-6 


1140 


1140 1 


lOSO, Q20, 1000, 2120 


0-6 


1330 


1330 ' 


1140,570,1720,2300 



The first value of radiated wave length, when the grid circuit 
capacity was still relatively small, was probably governed by the 
plate circuit ; for the higher values of grid circuit capacity the 
radiated wave length was governed by the tuning of the grid 
circuit, and the effect of mutual induction and reaction capacity 
made it always less than the wave length of the grid circuit. 

Now what will happen if the plate and grid circuits are almost 
in tune ? Will the radiated wave length- be something longer 
than that of the plate circuit or shorter than that of the grid 
circuit ? And when they are exactly in tune will the radiated 
wave length be above or below that of the tuned circuits ? With 
the valve lit and 100 volts on the plate the circuits were uncoupled 
and each tuned to 920 metres ; Ki was then 0'88 mmfd. and 
Kg was 0-28 mmfd. ; the radiated wave length was found to be 
1020 metres, with harmonica at 510, 2040, and a very weak one 
at 1530 metres. On decreasing Ki to 0-34 mmfd., the plate circuit 
wave length being now 900 metres, the radiated wave length fell 
to 1000 metres, and further decrease of Ki to 0-3 mmfd. reduced 
the radiated wave length to 965 metres ; also by listening in on 
the wavemeier telephones it was noted that the wave lengOi was 
very susceptible to slight changes of Ki. 

On the other hand, when the grid circuit condenser was varied 
from 0-28 to 0-15 mmfd. the wave length only fell to 1000 metres, 
and when raised to 03 mmfd. the wave length was 1050 metres ; 
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also (he note in the wavemeter telephoTies could be heard over a 
comparatively wide range of &e grid condenser, showing that the 
radiated wave length was not very susceptible to a change of 
grid circuit tunipg. That the grid circuit tuning would make a 
slight difference in the wave length waa to be expected since 
it changes the grid current and therefore the .mutual induction. 
Thus it is evident that in this case the wave length ie controlled 
by the plate circuit. 

Now the circuits were interchanged so that LiKi were in 
the grid circuit, and L2K2 in the plate circuit, and it was noted 
that again the tuning was sharper on the plate circuit condenser 
than on the grid circuit condenser. 

Lastly the plate circuit capacity was reduced to a minimum 
by disconnecting Kj and the wave lengths noted for various values 
of the grid circuit condenser : — 



rnve length ot grid clrcnit b 

bnuiDR wltJi the valve 

connected op. 



Waveleogth of lAdlation' with 



610, 1180. 1770 
710, 1380. 2070 
836, 1660 



Therefore it is evident that in this case the frequency of 
radiation is governed by the tuning of the grid circuit. 

Thus we are led to the general conclusion that the frequency of 
radiation will be determined by that circuit in which there is a 
relative preponderance of capacity effect, provided this is not 
too large to make the pulsing current in the circuit relatively 
small ; when the two circuits are almost in tune with each other 
the wave length of radiation is determined by that circuit in which 
the heaviest currents are oscillating, which is generally the plate 
circuit, . ■ 

In connection with the above results it may be mentioned 
that it is very useful to observe the harmonics as well as the 
fundamental wave length ; they check the accuracy of observation, 
and it is often easier to adjust the wavemeter accurately to the 
silent point on a long wave length, corresponding to a sub-harmonic 
of frequency, than to one on the fundamental wave length. 

It hfis already been shown, in Chapter V., that where the 
capacity of the plate circuit is appreciable the oscillations in it 
ate limited by the limiting value which the plate current attains. 
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and when the capacity is small the amphtude o{ the osoillations 
is limited by the value which the induced plate potential attains. 

Again it may be reiterated that the oscillations are set ap by the 
variations of grid potential, therefore they will be oE large ampli- 
tude only when the maximmu positive swing of grid potential 
corresponds to a large plate current. This means that the valve 
carve of plate current varying with grid potential must be a steep 
one ; as shown elsewhere this steepness of curve, for given plate 
potentials and filament temperatures, depends on the design of 
the valve. 

In Chapter V, it has been pointed out that the amount of plate 
circuit inductance mutually coupled to the grid circuit must not 
be too great, else the oscillations of plate current will be limited 
by a drop of its saturation value at positive grid potentials. This 
result must not be overlooked, especially when working on high 
frequencies, i.e. short wave lengths In some transmitters the plate 
is connected to the plate circuit inductance by an adjustable 
connection, so that the inductive coupling with the grid circuit 
may be varied to suit the frequency, or wave length. The plate 
should then be connected to a point in the aerial inductance 
where the potential value, during oscillations is fairly high. 

When a short aerial is employed this may lead to a curious 
result. If the inductance included in the plate circuit is small 
it will be necessary to increase the degree of coupling in order to 
give it a suitable value for sustaining oscillations of good amph- 
tude. Thus the coupling will have to be tightened or the grid 
coil given a greater inductance value ; in either case the capacity 
effect in the grid circuit will be increased. The short aerial means 
that the capacity effect in the plate circuit is small, and it may 
thus arise that the grid circuit will control the frequency and wave 
length. In transmitters fitted with a plate tapping it may occur 
that, with an adjustment of the tapping and coupling which gives 
a satisfactory aerial current, the wave length suddenly changes 
from that of the plate circuit to that of the grid circuit, and it 
may even happen that surging is set up. 

This consideration must be borne in mind when designing 
a transmitter which will work efficiently over a long range of 
wave lengths ; in any case the efficiency of a transmitter will 
greatly depend on the proper proportioning of the coupled in- 
duction effects in the plate and grid circuits ; suitable values of these 
will be determined by the capacity of the aerial it is propt^ed to 
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Now if either of the coiideoBers Ki or K2 in Fig. 127 is made 
open type, in the fonn of an aerial-earth circuit, the results already 
discussed hold good, therefore in such a circuit we shall obtain 
oscillatiBg currents, and energy will be radiated into the ether. 
The ohmic resistance will be increased so that the oscillating 
current will be reduced for a ^ven capacity effect. 

It is more tisual in practice to have the coil of highest induct- 
ance in the plate circuit of the valve ; the plate potential will 
be high and the characteristic curve steep, so that a great induced 
variation of grid potential is not required to oscillate the plate 
current from zero to saturation. The largest oscillations of poten- 
tial will then occur across the plate circuit coil, and it the aerial- 
earth circuit is connected across it the oscillating currents in this 
circuit wiU be greater 
than if it were con- 
nected across the grid 
circuit coil. 

Thus a small C.W. 
transmitter of simple 
form can be arranged 
as shown in Pig, 128. 
The manipulating key 
is shown in the plate 
circuit ; it is obvious 
that it might be 
placed in the aerial 
circuit, but in that 
case the H.T. battery 
would be supplying 
current to the valve 
circuit even when the 
key was open and no transmission taking place. Also the key 
would then be manipulating coi:]pparai;ively heavy currents which 
would wear away its contacts uiil^s a special shunt is arranged 
across it. 

Other positions of the key will be noted in the suheequent 
description of various C.W. transmitters. The hot-wire ammeter 
A, which shows the maximum value of aerial current, is sometimes 
replaced in small sets by a lamp which is lighted up by the current. 
It is generally preferable to connect a condenser m the aerial 
circuit between the hot-wire ammeter and earth or above the coil 
Li, and to have a condenser shunted across the H.T. battery. 
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Toning to different wave lengths could be made by tappings 
on the ooil Li and coil L3 omitted, but variation of the value ot 
Li will also vary the degree of coupling between Lj and Lg, 
therefore it.is better practice to have separate coupling and tuning 
coils connected in series in the plate circuit, as shown in 
Fig. 128. 

Instead of coupling the plate and grid circuits by means of 
the coils Li and Lg they may be auto-coupled by taking a tapping 
from the plate coil to the grid ; this method has been described 
in Chapter V., and for small transmitters it has the advantage 
that with it there is no poasibihty of having the reaction reversed. 
These modifications with several other elaborations will be more 
fully dealt with in the next Chapter, dealing with actual Valve 
Transmitters. 

It is essential to keep the ohmic resistance of the aerial circuit 
as low as possible ; this implies that the earthii^ or earth capacity 
must be carefully installed. The author has seen the aerial 
current of a C.W. transmitter, which had a mediocre buried earth, 
raised from 2 amperes to 4 amperes by simply connecting up an 
extra earth mat. 

As remarked before it is not generally the case, with smaller 
sets at least, that the aerial-earth circuit is a tuned circuit coupled 
to the oscillating circuit ; the aerial is generally much shorter 
than that required to give a natural wave length approximating 
to the desired transmission wave length. Thus the aerial-earth 
circuit aa shown in Fig. 128 may be simply considered, not as a 
toned or tunable circuit, but as an open condenser shunted across 
(Li + L3), in which currents are oscillating at a frequency deter- 
mined by the inductance of (Li + L3), the mutual inductance 
between Li and Lg, and the capacities of the aerial-earth and of 
the valve in parallel. 

. Using an ordinary French valve of the receiver type, and the 
voltages as shown in Fig. 128, to transmit on a wave length of 
1000 to 1600 metres the aerial may be about 60 yards long and 20 
feet high. With an amphfying receiver it ia then easily possible 
to transmit over a range corresponding to one mile for every -{^a 
watt auppUed by the H.T. battery. A 50 watt transmitter may 
have an aerial which does not emerge from the house in which 
it is installed ; it may be run along the rafters or ceiling of the 
garret and down the stairs to a lower room. With such an aerial 
arrangement it is possible to receive good signals on an outdoor 
aerial over a range of 50 miles. 
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By Buitably connecting valves in parallel the generated oscii- 
Utions and the oscillating energy in the aerial are increased in 
amplitude, with consequent longer ranges of signalling. By 
connecting a number of largo transmitting valves in parallel 
satiafactory telephonic communication was first initiated in 
1915 from Tuckerton in New Jersey to the Eiffel Tower in Paris. 

For the transmission of wireless telephony it is only necessary 
to modify a C.W. transmitter in such a way that the oscillations 
are not broken up into Morse groups by a key, but have their 
amplitude varied by the speech pulses in a microphone. 

Probably the simplest method of transmitting speech, using 
a small valve transmitter) is to do away with the key in Fig. 128 
and replace the aerial ammeter A by fi suitable microphone. 
Speaking into the microphone will then cause variations in the 
resistance of the aerial circuit, so that the aerial current oscillations 
are modified in amphtude corresponding to the sounds affecting 
the microphone. 

The oscillations and radiations are no longer continuous or 
undamped, but trains of waves of varying amplitude are radiated 
through the ether in much the same way as trains of waves are 
radiated at the spark frequency of a spark transmitter. Juat as 
the distant receiver in spark signalling receives a note correspond- 
ing to the spark frequency so here the waves set up in the ether 
at the receiver will reproduce speech frequency, and therefore 
reproduce the sounds spoken into the microphone. 

Thus the transmission will have more or less the same pro- 
perties as those of spark signalling, and the ranges will be similar ; 
in other words wireless telephony ranges are very much smaller 
than if the same valve transmitter were used for ordinary C.W. 
transmission. The advantages of heterodyne reception cannot be 
, utihsed, and, as an approximation, the range of radio-telephony 
is about half that of C.W. working on tho same transmitter energy. 

There are other methods of connecting up a valve transmitter 
for. wireless telephony ; those will be dealt with later, in Chap. XV., 
when practical forms of transmitter apparatus will be described. 

TranBmittei Valves. — For transmission purposes special valves 
have been designed, with very high vacua to withstand high 
plate voltages, and electrodes large enough to deal with the 
resulting energy flow. At the same time, for small outputs, the 
ordinary size of receiving valve {French type) can be used for 
signalling over ranges of 60 miles or more, depending on the 
height of the aerial and the sensitiveness of the receiving apparatus. 
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The characteristic carve of a large Pliotron valve, taken from 
a publication by Dr. Langmuir, is shown in Fig. 129, the plate 
potential being 8500 volts. Since the grid is at negative potential 
the grid circuit current will be small. The valve can control 
as much as one kilowatt of energy and has been employed on 
wueless telephony tranBmission. This Pliotron valve is shown 
in Fig. 130. In the preceding Chapters an explanation was given 
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of the generation of oscillations in a valve, with applied potentials 
corresponding to reception conditions, the plate currents onder 
oscillating and non-oscillating conditions being illustrated in the 
Figures 73 and 75. 

For transmission the filament temperature is preferably 
inorsaaed as well as the plate potential, the limits of increase 
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in both cases on the design of the valve as regatda 
filament diameter, hardness of 
vacuum, and distance between 
the electrodes. 

The construction of a valve 
designed by Round (Marconi 
Patent No. 28413-13) is shown 
in Pig. 131. There are three 
lime-coated filaments so that 
when one bums out another 
can be used ; the filaments are 
comparatively thick, and are 
heated by a 6-voIt battery in 
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series with a regulating rheostat, the filament current being aboat 
4 amperes. On account of their comparatively massive design 
the hkments are not easily broken by mechanical shock, and the 
hfe ol a valve is very long. 

The grid is of the usual Bound pattern — close nickel wire mesh 
held on a wire stiffening frame and completely enclosing the fila- 
ments. The plate of nickel sheet is placed close to the glass, an 
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advantage of this arrangement being that the heat generated when 
large energies are handled radiates away quickly. By inunersing 
the valve in oil heat radiation can be assisted, and the energy 
controlled by the valve increased without risk of damaging it, 
whereas the immersion in oil of a valve of French design would 
not increase the dissipation of heat to any extent. A disadvantage 
of placing the plate close to the glass is that it is farther removed 
from the filament, hence the resistance in the plate circuit is very 
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high. This necessitates the use of high plate potentials, and valnea 
as great as 16,000 volts may be employed. On these high potentials 
the characteristic curve oi the valve is very steep. 

The valve can be used to induce as much as 6 amperes of 
oscillating current in the aerial without undue heating. By 
designing the valve mth the plate closer to the grid and filament 
it is probable that ite energy efficiency would be increased without 
modifying the shape of its characteristic curve. The latter would 
be moved over from the region of negative grid potential to that 
of zero or positive potential, and the necessary plate voltage 
would be reduced. 

Excessive currents in the grid circuit are avoided by connecting ■ 
a high resistance, of the order of 10,000 ohms, in series with it, 
or by applying negative grid potential, or both. 

Fig. 132 shows the construction of a valve made by the Gen, 
Elec, Co., England, for experimental purposes. It is practically 
an enlarged design of French valve, of very rigid construction, 
the filament requiring 15 volts to light it and taking about 1-96 
amperes. The normal plate voltage employed is 800 to 1000 volts 
and under these conditions 1 ampere of oscillating current can be 
obtained in the aerial. A later and larger G.E.C. valve, which 
has given good results, is shown in Fig. 152. 

A transmitting valve made by the Telefunken Co. ia shown in 
Fig. 133 ; it is of Audion design and requires a filament ouirent 
of 3 amperes on 8 volts. On a plate potential of 400 volts it pan 
oscillate about 1 ampere of current in an aerial of suitable capacity. 
The internal construction of the valve is very neat and it gives a 
good characteristic curve, as shown in Fig. 134. This curve was 
taken with a filament current of 3 amperes and a plate potential 
of 412 volts. The curve is much steeper than that given by a 
French type valve of receiver size ; it is also farther over in the 
region of positive grid potential. The advantage of the latter is 
that with zero grid potential the plate current is comparatively 
small so that there is little necessity to use a grid circuit battery. 
This result is no doubt due to the fineness of the grid mesh and its 
comparative closeness to the filament. 

The curves of a French valve (Metal type, receiver size) under 
transmitting conditions, with 5-8 volts across the filament and 
400 volts on the plate, are shown in Fig. 135. 

The aerial used was 50 yards long with an average height of 
30 feet. An examination of the curves show that, with zero 
potential apphed externally to the grid, the plate current under 
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oscillating conditions is a Uttle higher than when not oscillating, 
i.e. 43 miUiamperes as compared with 37-8 milliamperes ; thus 
the oscillations are not symmetrical in the positive and negative 
directions and a certain amount of rectification is taking place. 
The oscillations would be symmetrical where the curves cross, 
with about 8 volts positive applied to the grid, but the aerial 
current may drop rapidly at this point owing to the softening of 




the valve with the high value of plate current. It must be re- 
membered that this valve was not designed for transmitting 
conditions. The curves show the advantage of applying negative 
potential to the grid ; as this negative potential is increased, the 
current drawn from the H.T. battery to the plate decreases while 
the current oscillating in the aerial increases. With a negative 
grid potential of a value between 50 and 70 volts the plate current 
oscillations are almost entirely rectified, and the aerial cnrrent 



DigiLizedbyGoOglc 



. CONTINUOUS WAVE TRANSMISSION 229 

rises to a maximiam. With less negative potential on the grid 
the plate current oaeillations will not be entirely rectified, the lower 
halves of the oscillations will have flattened tops, where the plate 
current falls to zero owing to the negative grid voltage induced, 
and this will lead to the introduction of a third harmonic in the 
oscillation wave. 

The advantage of applying -negative potential to the grid, 
thereby decreasing the plate current and increasing the aerial 
current, will be greater for higher plate voltages. 

In the experiments with which the curves of Fig. 1S5 were taken, 
the valve ceased to osculate and the plate current fell to zero 
when the negative potential on the grid was raised to 74 volts. 

A small Q type Marconi valve with 6 volts on the filament 
and 300 volts on the plate will give jlOO to 120 milliamps. of aerial 
current, and can be used for transmitting over ranges up to 50 
miles. 

Valves in Parallel. — When two or more valves are connected 
in parallel the plate current curve is approximately the sum of 
their individual curves ; on any applied voltage it is therefore 
much steeper than when one valve is used alone. On reaction 
between the plate and grid circuits the resulting induced potentials 
will cause greater amphtade of the oscillations set up in the plate 
circuit oorrent, with a corresponding increase of oscillating energy 
in the aerial. Fig. 76 shows the non-osciUating curves. 

Under transmitting conditions the result of connecting two 
receiver size French valves in parallel is shown in Fig. 136 ; the 
values were taken with 400 volts plate potential and 5 volts across 
the filament. With no external negative potential applied to the 
grid it will be seen that the aerial current for one valve is 105 
milliamperes, but for two valves in parallel it is 170 milliamperes, 
the corresponding plate currents being 28 and 62-6 milliamperes 
respectively. 

When a second valve is connected in parallel with the first the 
filament current is doubled and the ohmie drop of volta in the 
filament circuit consequently increased. If the series rheostat 
is not reduced, to allow for this increased drop, no advantage 
will ensue as the oscillating current drops off rapidly with decrease 
of filament voltage. 

The aerial current, and with it the transmitter output, can 
be further increased by connecting more valves in parallel, 
provided the wiring of the transmitter is large enough to carry 
the extra currents without undue ohmie losses. Or, what is 
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perhaps equally important, by using more valves in parallel the 
required output can be obtained with reduced filament and plate 
potentials, thus decreasing the strain on the valves, reducing 
insulation troubles, and simplifying the oonstruetion and upkeep 
of the H.T. battery or generator. The value of saturation current 
is proportional to the number of valves in parallel while the resis- 
tance of the oscillatingTplate circuit is inversely proportional to 
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this number. Hence it can be deduced that the efEective current 
oscillating in the plate circuit coil increases as the square root of 
the number of lamps. 

Another method of increasing the power of the station is, of 
course, to use larger valves, specially designed for transmission 
work and for high voltages, such as the large Pliotron or Bound 
valves already described. It follows from the characteristic 
curves of the valves that the radiated energy can be increased 
by increasing the filament temperature, or by increasing the H.T. ' 
voltage apphed to the plate circuit, or both ; larger euirents will 
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then flow in the plate eirctiit and the valve design urast be eaoh 
that it can deal with this increase of energy. The plate, filament, 
and grid most be larger and the vacuum more perfect. 

There is, however, a limit to the size of a valve which can be 
constmoted for efficient ose. The construction of a large valve 
is not easy since the larger the electrodes the more difficult it is 
to create and hold a high vacuum in the valve, owing to the 
increased difficulty of pumping out the gases occluded in the glass 
and electrodes. Also at hi^ voltages there are electrostatic 
attraction effects in the valve, which necessitate the use of wire 
struts for the grid and filament so as to preserve their positions 
relative to the plate ; the introduction of these struts increases 
the vacuum difficulty besides adding to the expense of manu- 
facture. The renewal of large valves is a costly item. 

For these reasons the efficient increase of dimensions of valve 
design is limited, so that valves in parallel will be used for C.W. 
or wireless telephony transmission where the energy to be oscil- 
lated by the valve exceeds | kilowatt ; even in stations of smaller 
output two or more valves in parallel give advantages which have 
already been noted. 

For small C.W. transmitters the high potential of the plate 
circuit can be provided by batteries ; thus the British Military 
Service has used small dry cells made up in 200-volt battery units 
for this purpose. The lie of dry cells ia not very great under 
transmitting conditions, since the smallest station wHl use from 
40 to 50 nulliamperes in the plate circuit ; the French Military 
Service employs secondary cella, but their weight is a serious 
drawback where portability is required. 

For use with small portable stations hand-driven generators 
have now been designed to give the necessary plate voltage ; 
one issued 'by the Marconi Company delivers 20 nulliamperes at 
1000 volts when the armature ia turned by hand through gearing. 

Another method sometimes used is that in which high voltage 
18 obtained from a spark induction coil, and the current rectified 
by passing it through a reptifying valve. The current is then 
passed into a comparatively large condenser which acts aa a 
reservoir of D.C. energy at the proper voltage ; by the use of this 
condenser pulsations and inequaUties are smoothed out. The 
terminals of the, condenser are applied to the plate circuit as 
shown in Fig. 137. 

This method was described by Dr. Langmnir in 1915 as having 
been used by him at that time ; for larger stations an alternating 
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current supply voltage can be stepped up through a transformer, 
which would therefore take the place of the spark induction coil 
described above. These methods will be more fully described in 
the succeeding Chapter. 

As regards recti&ers any valve with electrodes o( unequal size 
can be used to rectify alternating current, since the flow of electrons 
across it can only take place in one direction, i.e. from the filament. 
Thus to use a French valve as a rectifier it is only necessary to 
beat up the filament in the ordinary way with a 4-volt battery. 
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and then connect the plate and filament ^f the valve in series with 
the alternating or pulsating voltage supply. The grid is not 
required and generally it is connected to the plate, thus helping to 
increase the surface of the anode, the filament forming the cathode. 
Dr. Langmuir designed a rectifying valve which can be used 
for this purpose, and was called by him a " Kenotron " — it is 
illustrated in Fig. 138 and is suitable for use on voltages up to 
60,000. Whilst any valve can be used for rectifying alternating 
voltages the efficiency can be increased by special design. The 
voltage in one direction should be entirely stopped by the rectifier, 
while that in the other direction should be deUvered to the load 
terminals, and as little as possible of it absorbed in the valve 
itself, as a drop of voltage between the anode and cathode. This 
means that the anode and cathode should be placed close together. 
Again, on high voltages, there is a great electrostatic attraction 
between the anode and cathode ; it is necessary therefore to strut 
the filament cathode, and make the design such that these electro- 
static forces are counter-balanced. An inspection of Fig. 138 will 
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show how these points have been realised m the design of the 
Kenotron. 

The currents flowing through a hard vacuum valve rectifier 
are perfectly stable and several may be 
run in parallel to share the load ; in fact, 
it is better practice to do this than to 
increase the size of the rectifier. 

With a current of 50 milliampereS 
throngh a properly designed valve rectifier 
the voltage drop in it should not be more 
than 70 or SOvolts; the remaining voltage, 
which may be severstl thousands, is avail- 
able for consumption in the load, i.e, the 
transmitter valve circuit in series with the 
rectifier. 

When a valve rectifier is used in con- 
jmietion with a spark induction coil, for 
obtaining high D.C. potential, the voltage 
induced in the secondary of the coil at 
" break " is very much higher than that 
obtained at " make " ; the connections 
must therefore be made so that the recti- 
fier wipes out the smaller pulse of voltage 
and delivers the higher pulse to the 
transmitter valve. The simplest way to 
ensure this is to note the change in aerial 
current if the L.T. battery on the spark 
coil primary is reversed, and use that 
coimection which gives the greatest aerial 
current. 

When the source of H.T. volts for the p,j, j^g 

plate circuit is an alternator, whbse volt- 
age is stepped up through a transformer, the amplitude of voltage 
rise is the same in both directions, so that the above-mentioned 
precaution in connecting up the rectifying valve is not necessary. 
It will be understood that with' such an arrangement energy is 
only obtained from one-halt of each cycle of the alternator, the 
other halt being wiped out by the rectifying property of the valve. 

This is a decided disadvantage, and to obviate it a method ot 
using two valves has been adopted in which they are balanced 
on the secondary of the alternating transformer, as shown in 
Fig. 139. Here one valve draws its plate potential from one half 
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cycle, the other valve functioning on the other hall cycle. With 

this arrangement good sustained oscillations are obtained ; at the 

same time a second windiBg on the transformer 

supplies current at low voltage to heat the 

filaments. 

Under transmitting conditions it ia not 
advisable to complete the plate cirouit to 
one end of the filament, as this will cause 
unequal distribution of plate current along 
the filament. The plate current -will be added 
to the filament-heating current in one halt of 
the filament and opposed to it in the other 
half. With plate currents of 200 milhamps. 
Yia. 139, or more the extra load on one half of the 

filament may shorten its life. 
Therefore it is bettor to complete the plate circuit to the fila- 
ment symmetrically by connecting it to the centre of the filament 
battery, or to the centre of the filament transformer -winding where 
A.C. is used, as in Fig. 139. 

QUESTIONS ON CHAPTER XII. 

1. Wbal are the advantagee of C.W. transmiBsioiL f 

2. Mention any important considorations vhich must be taken into Ikcoount 
when deaiffuing a transmitter valve of large size T 

3. With two vuItcs in parallel on a C.W. tcansmitter why is it that the serial 
current ia not generally double that given by one valve T 

4. What is the advantage of putting negative potential on the grid of a trans- 
mitter valve ? Ib there any disadvaotsge ( 

6. What are the conBiderations to be taken into accoont when designing a 
FectifyiiiK valve for use with alternating or pulsating current in a plate circuit T 

6. Wuat are the functions of the condenser connected across the leads and the 
choke coils in series with the leads of a- dynamo sup^y to the plate circuit of a 

7. What are the oscillation frequencies in a C.W. transmitter when the trans- 
mission wave length is — 

(a) 1000 metres I 

(b) 2500 meties T 

(c) 6000 metres I 

8. Wliy is it possible to use comparatively short aerials on long wave length 
C.W. transmission t 

9. If the aerial and plate circuit currents in a valve transmitter are seen to 
he surging in value what is likely to be the fault 1 

10. If no aerial current is being rrajistered in a valve transmitter what faults 
would you look for ! How would you know if the valve circuits were oscillating I 

11. On a C.W. transmitter what is the efFect of — 

(a) Increasing the aerial capacity, 

{b) Decreasing the aerial olunic resistance, 

(c) Increasing the aerial radiation, 
on the amplitude of the aerial current and its phase relationship to the plate 
potential t 
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CHAPTER XIll 

C.W. AND WIRELESS TELEPHONY TRANSMITTERS 

Having dealt with some of the general features of C.W. trans- 
mission by means of valve oscillators, descriptions of a few actual 
transmitter cironits wiU now be given ; ^om these it will be 
possible to arrive at some conclusions as regards the best methods 
to^be adopted for any particular case. 

Let na first consider the case of small transmitters ; it has already 
been pointed out that a French type valve of receiver size, or even 
a Marconi Q valve, may be used in a transmitter for work over 
ranges up to 50 miles 
with aerials of mode- 
rate height. With 5 
volts in the plate cir- 
cuit of such a valve it 
is possible to obtain 
100 to 200 miUiam- 
peres in a single wire 
aerial, without imduly 
loading the valve. 

The simplest form 
of circuit for small 
transmitters would be 
that shown in Fig. 
140 ; here the valve 
circuits are coupled in 

the maimer already _ ,.„ 

dealt with in Chapter 

v., Fig. 36, and the value of the coupling can be adjusted to give 
best results. One' disadvantage of this circuit is that the wave 
length cannot be , varied without varying the coupling ; the 
transmitter may,'-' however, be designed for one definite wave 
length or a small range of wave lengths may be obtained by 
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shunting a small variable condenser across the inductance ooil. 
For maxirauTQ aerial current the aerial should have a definite 
capacity or size ; this necessitates the use of a standard length 
and height of aerial for the wave length to which the transmitter 
is designed. With an ordinary French receiving valve on a 
transmitter of this description 150 milliampeies of aerial ourrent 
were obtained on a wave length of TOO metres, the aerial being 
20 yards long and 10 feet hi^. 

If it is desired to use the apparatus as a transmitter for unreless 
telephony the key would be screwed down and a microphone, 
with condenser in series, connected as shown dotted at M and K. 
The range for wireless telephony would probably not be more 
than a third of the ordinary C.W. range. 

A disadvantage of the connections shown m Fig. 140 is that 
if the H.T. battery in the plate circuit is badly insulated it will 
upset the aerisl potential ; 
in any case its capacity 
effect to earth may greatly 
influence the wave length, 
and may even stop the valve 
oscillating. 

A better arrangement of 
circuit for a small trans- 
mitter is shown in Fig.^Hl ; 
here the grid and plate cir- 
cuits are coupled by inde- 
pendent coils, the wave 
length being adjustable by 
means of a small variable 
condenser K through a range which should not be more than 
an octave. Generally a blocking condenser of about 0'002 
mfd. should be connected across the H.T. battery as at Kg ; 
this will provide a low impedance path for the high frequency 
oscillating component of current if the battery is in bad con- 
dition or otherwise has a high resistance. The key breaks the 
plate current, and since it is connected to the earthed side of 
the circuit the operator is m no danger from shocks. The grid 
circuit is connected below the filament rheostat ; this ensures 
that the grid is a little lower in potential than the lowest potential 
point of the filament. If necessary the transmitter may be de- 
signed with an extra loading or tuning coil ia the aerial circuit, 
and the connection of the plate to the inductance in the aerial 
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made adjustable by a plug or multiple switch. A condenser of 
about 1 mid. capacity is connected in series with the aerial so 
that imduo potential strain is taken off the latter ; without the 
condenser it would be at the full potential of the battery. 

Another arrangement of a small C.W. transmitter is shown 
diagrammatically in Fig. 142 ; here the grid and plate '^ircuits 
react on each other through loose-coupled coils, and the grid 
circuit can be tuned through a certain range of wave lengths by 
means of the condenser K. The plate circuit is tuned by means ' 
of the variable contact S, the aerial and earth acting as a loading 




capacity on the plate circuit. Thus the grid and plate circuits 
can be roughly tuned to resonance, but'it must be remembered 
that capacity effects decrease oscillations, and it will be found 
that with higher wave lengths, i.e. higher values of condenser K 
in the grid circuit, the oscillating component of the plate circuit 
current and the aerial current are reduced. As pointed out in 
Chapter V. the fimetion of the grid circuit is to swing the plate 
current from zero to saturation ; therefore all that is necessary 
in the grid circuit is a certain definite change of potential, brought 
about by inductance or capacity coupling. Notlung is to be gained 
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by a greater change of grid potential, and the necessary c 
can be obtained by a proper design of coils and ooupling. 
lowering of the saturation value of the plate current must be 
avoided. The variable condenser K would be better connected 
across the aerial inductance, if required at all for fineness of wave 



It will be noted that the plate has an adjustable connection 
to the aerial tuning coil at the switch M ; this enables it to he 
connected to the point on the coil which gives the maximum 
aerial current under any conditions of tuning, as explained in 
Chapter V. The best point will depend on the size of the aerial 
and on the wave length used ; it regulates the ratio of the induc- 
tances in the plate and grid circuits to give best effects on the 
frequency or wave lengths chosen. 

A condenser K2. with 10,000 ohms leak across it, is connected 
in series in the grid circuit ; this puts some negative potential on 
the grid and thus makes the valve function on a lower point of 
its curve than would otherwise be the case, reducing the plate 
current without reducing its oscillating component which is 
partially rectified. Finally, it will be seen that when the key is 
closed part of the filament rheostat is short-circuited by the 
back contacts on the key ; the filament is only fully heated when 
the key is closed, and when the latter is open the filament current 
is reduced, thus taking the strain off the filament and reducing 
the current from the Ughting batteiy. [,^ | j--. 

A transmitter made on this principle had a range of wave 
length tuning from 700 to 1100 metres ; using a small Marooni 
Q valve with 800 volts on the plate, and an aerial 100 feet long 
and 18 feet high, signals of strength E 9 were received from it on 
a good valve receiver over a range of 40 miles. The receiver 
aerial was about 60 feet high at the far end and eloping down to 
the receiver, which had a 3-valve L.P. Amplifier beyond it. 

One of the earliest^ Transmission Seta was that made by the 
Marconi Company for use with Round transmitting valves of the 
soft vacuum type ; although out of date it is interesting in some 
features. A diagram of this transmitter is shown in Fig. 143, 
and it will be seen that the key K is connected in the grid circuit. 
With a Round valve of the soft type the plate current is com- 
pletely stopped when the grid circuit is left open, so that it is 
advantageous to control the current by putting the key in the 
low potential grid circuit rather than in the high potential circuit 
of the plate. With a hard valve of the Pliotron or French type 
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a current will flow in the plate circuit when the grid circuit is 
open, therefore to prevent waste of battery power the key should 
control the plate circuit. The adjustable resistance, with a maxi- 
mum value of 10,000 ohms, is connected in the grid circuit to 
limit the flow of grid cnrrKut and therefore of plate current. 
The grid cells bring the grid to a negative potential which, as 
previously explained, hmits the plate current without reducing 
its oscillating component or the current oBciUating in the aerial. 
The condenser across the grid battery and rheostat provides 
a low impedance path for grid circuit oscillating currents. 

The radiated wave length is tuned roughly by tappings on 




Fro, 143. 



the plate circuit coil, and fineness of tuning is obtamed by means 
of the variometer V. It wiU be noted that the aerial circuit 
condei^er is in the earth lead so that the aerial is charged to the 
full positive potential of the plate, and the capacity effect of the 
battery to earth acts Id the aerial circuit ; this is not a good 
arrangement as the battery may interfere with the wave length. 

In a paper read, before the Institute of Eadio Engineers in 
1915 Dr. I. Langmuir described two arrangements employed by 
him as transmitters of wireless telephony ; the methods can be 
adapted for C.W. transmission by small and obvious modifications. 

In the first arrangement the source of H.T. volts is the local 
city supply of alternating current at 118 volts and 60 cycles 
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frequency ; thia is applied to the primary of a transformer on 
which there are two secondaries, one of which supphea current at 
5 volts to heat the filaments of the Pliotron valves employed, 
the other supphes current at 800 volte which is rectified by a 
Kenotron valve and charges a condenser of 6 microfarads capacity. 
The condenser, charged to 800 volts, is used as a store from which 
H.I. energy is drawn to the plate circuit of the main oscillating 
valve. The current drawn from the condenser does not vary 
the potential of the latter to any great extent during the interval 
between cycl^ of charge, so that the voltage remains practically 




constant. The apparatus was designed to ^ve about 20 watts 
in the aerial, and the microphone was connected to the grid 
circuit of an auxiliary valve, the plate circuit of which was coupled 
to the grid circuit of the main oscillating valve. 

The connections, although not pubUshed, would appear to 
have been something as shown in the diagram of Fig. 144 ; V is 
the main oscillating valve and V^ the control valve. The grid 
of the control valve is connected through a small transformer, 
Ti, to the microphone circuit. T is the main transformer, one 
secondary of which supplies current at 6 volts to heat the filaments 
of the two valves and that of the rectifying valve E. The other 
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secondary ia connected through the rectifying valve to a con- 
denser* K from which H.T. energy at 800 volts is drawn for the 
plate circuit of the main valve V, 

As long as the circuits are completed the main valve -will 
generate oscillations and thus there will be undamped oscillations 
in the aerial ; speaking into the microphone will cause pulsations of 
potential in the grid circuit of V] ; these are amplified through its 
plate circuit to the grid circuit of the main valve, thus, setting up 
pulsations in the oscillations in the plate circuit of the latter. 
The aerial oscillations are therefore broken up into speech groups 
and the consequent radiation of energy will have the speech 
pulsations impressed on the waves. In the diagram of Fig. 144 
it would be better to have reactance coils in the leads between 
the condenser K and the transformer, to prevent the high frequency 
oscillati^ois in the plate circuit from getting back into the low 
frequency and supply circuits. 

The second arrangement described -by Dr. Langmuir was a 
500 watt outfit. The source of H.T. supply 'was a small alter- 
nator of 2000 cycles frequency whose potential was transformed 
up to 5000 ,volts, rectified by Kenotron valves, and smoothed 
out by condensers ; the high frequency making it possible to employ 
condensers of moderate size. The subsequent arrangement of 
the apparatus was similar to that described above for the smaller 
outfit. 

The great advantage of this arrangement is that in the 
microphone circuit the amount of energy is no larger than 
that used in ordinary telephone lines, in fact a subscriber to 
an ordinary telephone exchange could be switched through to 
this apparatus if it were installed, and so speak by wireless 
telephony to places not connected by ordinary telephone hues. 
Thus long trunk lines for telephony may disappear. 

The circuit can be used for ordinary C.W. transmission 
with a suitable keying arrangement in the grid circuit of the first 
valve ; the A.C. supply may be replaced by a D.C. generator or 
battery, in which case the rectifying valve is not required. For 
small outfits the A.C. supply and transformer can be replaced 
by a spark induction coil with a battery of, say, 6 to 10 volts on 
its primary ; in this ease it is better to have a separate battery 
to heat the valve filaments. 

An arrangement proposed by H. Bound and experimented on 
by the author is shown in Fig. 145 ; the circuit is shown without 
tuning adjustments, but these can be provided by any of the usual 
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methoda. Coil X in the aerial cireoit was made of 40 turns of 
94/40 8.W.G. rubber-covered cable, wovind on a waxed-paper 



cylinder 7 ins. diameter and 




Fia. us. 



long, the inductance of the coil 
bemg 212,000 ems. The 
reactance coil Y consiBts of 
60 turns of No. 28 S.W.G. 
copper wire wound on a 
waxed-paper cylinder 5 J ins, 
diameter, the breadth of the 
winding being 1 in. and its 
inductance about 670,000 
cms. This coil was placed 
at one end of X, and the 
coupling varied by moving 
it away from X or rotating 
it through an angle from 0° 
to 90^. As a matter of 
fact the inductance of the 
grid circuit coil Y was un- 
necessarily large, necessi- 
tating very loose coupling. 
The valve A is a tram- 
illustrated in Fig. 131, and had a 
grid circuit. The source of 
volts 



mitting Jlound valve, 
resistance of 10,000 o 

high potential was a 10-in. spark induction coil C with 
on its primary ; the voltage of its secondary was rectified in 
another Bound valve B, arid used to charge a J mfd. condenser 
K, which was connected in series in the plate circuit of the 
transmitting valve A, and hence provided the necessary high 
potential. It was found that a capacity of J mfd. was snJEBcient 
to smooth out all pulsations and give a pure C.W. note in the 
receiver. A safety gap 8 is connected across the spark coil 
secondary to guard the condenser K against excessive strains of 
voltage. The condenser must be carefully made, with best mica 
or glass dielectric, since the potential here employed is of the order 
of 6000 volts. 

With this arrangement an oscillating current of 2 amperes 
was obtained in an ordinary aerial consisting of a single wire, 
about 40 yards long and an average of 40 ft. high. 

Using a 1-in. spark induction coil as H.T. generator with 10 
volts on the primary it was possible to get 0-7 ampere in~the 
aerial. As thus described the wave length was 1600 metres; an 
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aerial tuning coil or variometer could be added for varying the 
wave length, 

A development of thia arrangement can be em'ployed tor 
wireless telephony transmission, as shown in Fig. 146, 

The source of high tension is a spark coU 8 applied to the 
condenser K through a rectifying valve R ; the valve V is em- 
ployed to produce and keep up oscillations in the aerial, while 
the function of the valve V^ is to produce telephonic pulsations 
in the aerial oscillations when the microphone M is spoken into. 

As remarked before, the spark coil connections must be made 
80 that the secondary current at break (not at make) of the inter- 




rupter passes through the rectifier. The choke coil prevents H.F. 
oscillations from getting back into the generating circuit ; it also 
prevents high frequency harmonic pulses in the spark coil circuit 
from penetrating to the valve circuits. 

A portable C,W. transmitter made by the Marconi Company 
has its circuits arranged as shown in Pig. 147 ; the valve fitted 
is a Bound valve of the type shown in Fig. 131. The plate 
circuit is timed to different wave lengths by means of a variometer, 
and the plate is maintained at a potential of 1000 volts positive 
by means of a small 1000 volta D.C. generator. The high tension 
supply is connected, through 2000 ohms, across a condenser of 
0'26 mfd. capacity ; this serves to smooth out inequalities of 
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voltage and is really the Store from which enejgy is drawn for 

the plate circuit. 

The arrangement of the grid circuit and key is interesting ; 
when the key is open there 
is sufficient negative poten- 
tial apphed to the grid from 
the small battery B to pre- 
vent any current flowing in 
the plate circuit ; when the 
key is closed the grid ia 
made slightly positive with 
respect to the filament as it 
is DOW connected to the 
positive terminal of battery 
B, and through some of thfe 
4\foLTS cells and a leaky condenser 
to the negative leg of the 
filament. The aerial circuit 
is direct-coupled' to the 
plate circuit and the pre- 
sence of oscillating current 
in it can be detected by the 
hgbting up of one of two 
lamps ; the lamps have &la- 
ments of different resist- 
ances, and since the current 
in the aerial will depend on 
the length and height of 
the latter, i.e. on its capa- 
be chosen by means of 




looo Volts 
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city, the most suitable lamp can 
switch S. 

The Kound valve has three filaments any one of which can be 
used, the selection being made by the switch Si ; in the actual 
transmitter this switch is of a cylindrical or drum design. 

This transmitter is interesting not only because of the arrange- 
ment for manipulating the grid potential, making it possible to 
put the key in the grid circuit instead of in the high potential plate 
circuit, but also because tuning is carried out by a variometer 
instead of a variable condenser, which is always a source of weak- 
ness especially in a high potential circuit. 

The little generator when developing 1000 volts delivered 
about 20 milliamperes to the plate circuit ; this ia a minor detail 
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as the arrangement can be employed with a greater amotmt of 
energy if necessary. 

The receiver portion of this set is described in Chapter XIV, 
and shown diagrammatically in Fig. 161. 

Fig, 148 shows a method -by -which the wireless staff of the 
French Military Service avoided any trouble from the capacity 
efEect of the filament battery. 

The plate and grid circuits are tapped off one coil ; the whole 
of this coil is included in the aerial circuit and enters into the 
calculation of wave length. The wave length can also be adjusted 




Fio, 148. 



by an additional aerial tuning coil S and by a variable condenser 
K across the plate inductance. 

The filament current passes through the plate circuit induc- 
tance and also through some turns of another coil wound over it .; 
by this means high frequency induction in the filament battery 
circuit can be neutralised. The key is on the earthed side of the 
H.T. supply, but the arrangement shown would be improved by 
having a coadenser in series in the aerial circuit for reasons already 
stated in a previous paragraph. The plate and grid circuits are 
coupled by the capacity of the aerial as well as by inductance, 
thus size of aerial and change of wave length will, to some extent, 
vary the coupling. The possible capacity effects of the H.T. 
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unit and filament battery ate small ainee they are both connected 
to earth. 

A diagram of a high power transmitter employing large valves 
19 shown in Fig. 149 ; for wireless telephony the system adopted 
is a development of that shown in Figs. 144 and 146. The re- 
actance coils 81 and Sj stop the high frequenoy oscillations in the 
grid circuit from penetrating to the microphone amphfier circuit ; 
the oscillationa in the plate circuit cannot get back through the 
H.T. supply unit as they are stopped by the reactance coils S3 and 



84. The choke coils Sg and Sg stop low frequency pulses in the 
H.T. unit (which may be caused by commutator ripples on a 
dynamo) from penetrating to the oscillating circuits, this effect 
being aided by the condenser shunted across S3 and S^. The 
microphone pulses are amplified first in the two cascade valves 
and then introduced into the grid circuit of the power valves at 
the condenser between the choke coils Si and S2. 

The condenser in series with L3 allows the high frequency 
induction to affect the grid potential but prevents the low frequency 
pulses from expending themselves in the grid circuit coils. It is seen 
that though the transmitter may be a high power one the micro- 
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phone iB in an ordinary low potential oirouit. For C.W. transmisBion 
a key is employed in the aerial circuit ; smce the currents are 
heavy the key is shunted by a condenser and rheostat in series. 
Other arrangemeutB of key, such as relay keys, suggest themselTes. 
For -wireless telephony the key is screwed down, and the 
amplified pulses of microphone current vary the potential ol the 
grid, therefore change the plate current. A change of plate 

where V is the appUed voltage, L the inductance in the plate 
circuit, and Cp the plate circuit current. 

A change of plate potential will have a comparatively great 
effect on the aerial current, so that the microphone pulses are well 
impressed on the oscillations in the aerial. 

It may be recalled that reception of C.W. signals can best 
take place when locally generated oscillations of weak amphtude 
act in the receiver circuits ; thoae form beats with the undamped 
oscillations set up in the receiver by the signals from the trans- 
mitter. The simplest method of reception ia to employ on the 
receiver a valve detector with a reaction coupling between its 
plate and grid circuits strong enough to make the valve generate 
oscillations, which will form beats with the induced oscillations 
by slight mistuning. Unfortunately a valve receiver with such 
reaction adjustment wiU not only amplify but also heterodyne 
spark signals which will lead to considerable trouble from jamming ; 
if the reaction coupling is decreased the valve will have ceased to 
generate oscillations, or to receive C.W, signals, before the spark 
signals are sensibly reduced in strength.^ In any case the necessary 
mistuning lowers the sensitivity as explained in a previous 
Chapter. 

Jr order, therefore, that crystal detectors may be employed 
for C.W. reception, or loosely coupled, sharply tuned, receiver 
circuits which will cut out spark signals, a separate heterodyning 
arrangement ia often preferred. Where the transmitter is a 
relatively small one, employing the receiver size of valves for 
generating oscillations, it might be convenient to use one of these 
for the local heterodyne when reception is taking place. A 
transmitter designed with this end in view was used by the French 
MiUfcary Service, and a diagram of its connections for transmission 
is given in Fig. 150. It will be seen that four valves in parallel 
are employed with a coil P in the plate circuit and a coil G in the 
grid circuit ; the plate and grid circuits being coupled by means 
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of the variable condenser G. This method of coupling has been 
dealt with in Chapter V. 

It will be noted that the plate circuit potential is only S20 
volts ; this is because the Set was designed for portability and 
ordinary field service ranges. The plate potential may be obtained 
from a battery, from a spark coil and rectifying valve, or from 
a D.C. generator driven by a small petrol engine or a motor which 
may receive its motive power from, say, a 20-volt battery. The 
condenser Ci, shunted across the H.T, supply, has the usual function 




of providing a low impedance path for the plate circuit oscilla- 
tions ; the condenser Cj, of 1 mfd. capacity, smooths out irregu- 
larities in the supplied voltage, especially those due to commuta- 
tion if a generator is employed, while the choke coil Si serves to 
prevent the high frequency commutator pulses from going to the 
valve circuits. 

There is a link X in the grid circuit shunted by a coil 8, of 
small inductance ; ordinarily the link is in position, but if it is 
desired to use the Set for wireless telephony transmission the 
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link is opened and a microphone M is connected across the 
terminala, the key contact being screwed down. 

In Heries with the key is a Imk, ( ; if desired this link may be 
taken out and a tikker connected across the terminals, so that 
transmission can be made on a musical note and, if necessary, 
reception on a crystal detector. The tikker may consist of a 
toothed wheel driven by a rubber belt from the motor generator 
and rotating under a small brush, the wheel and brush being 
connected respectively to the terminals ; by using wheels of different 
diameters the note can be varied. 

The aerial circuit has a tuning inductance and is connected 
to the plate circuit of the valves ; with a 6-volt filament battery 
and 320 volts in the plate circuit 



V 



Uiiiii-^ 



the aerial current can be 0-5 
ampere on a 1000 metre Wave 
length or 0-76 ampere on a 560 
metre wave length. Ordinary 
French valves of receiver size ^_ 
are used and a V-shaped aerial, ^ 
each leg of the V being 50 ^ 
metres long and 7 metres high u 
with a total aerial capacity of '^ 
0-0004 mfd. The valve circuits ^ 
were designed for a wave length 
of 560 metr^ .and the aerial 
tuning inductance permits of 
this bemg increased to 1000 
metres. 

On reception one" of the 

valves is tamed into a hetero- 
dyning valve by means of a change-over switch ; this disconnects 
the aerial and the other three valves, shorts the key, puts 80 volts 
instead of 320 on the plate circuit of the remaining valve, and 
inserts more resistance in its filaments circuit. The consequent 
connections of the heterodyning valve are shown in Fig. 151 ; 
since the circuits have been used to transmit on a certain wave 
length the valve is almost correctly adjusted to heterodyne signals 
on the same wave length when the switch is turned to " Receive," 
but the fact that the aerial and the other three valves have been 
switched ofE makes a slight readjustment necessary on the 




Where large valve transmitters are employed, with a number 
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of generating valvag in parallel, the signals can be made by modn- 
lating the grid potentialB of these valves through a smaller con- 
trolling valve or valves in cascade. It is probable, however, 
that Mgh trequency generating machines will be employed for 
C.W. transmitters of higher rating than 1 or 2 kilowatts. At the 
present time these machines are being satisfactorily developed, 
and they will probably prove to be less costly in upkeep than 
valve generators. A description of high-frequency machine 
design and circuits will be found m Chapter XY. together with 
some further valve oscillator connections suitable for C.W. or 
radio-telephony- transmission. 

Pig, 152 shows a ^ KW. Trar^mitting valve made by the G. E. 
Co.. at their Hammersmith works, while Fig. 168 ifl a view of one 
of the latest types of Marconi 3 KW. Valve Transmitter Panel. 

Having considered the foregoing diagrams of C.W. and wireless 
telephony transmitters, of moderate output, it may be advantageous 
to conclude this Chapter with a brief summary dealing with the 
auxiliary apparatus. 

HanipalJitiiig Key and its Podtion in the Circiiit.— Any of the 
usual designs of key may be employed, but if it is connected 
in the aerial circuit it should be shunted by a spark dissipating 
cirooit for small stations, and for large stations it should actuate 
a special relay key. If connected in the aerial circuit, the valves 
wiU be using energy whether the key is open or clpsed. If it 
is connected into the hlament-heating circuit the valve or valves 
.may not start oscillating. If it is connected into the grid circuit, 
where the current is comparatively small, current will still flow 
in the plate circuit when the key is open, unless by opening the key 
a negative potential is put on the grid sufficient to stop the plate 
current. For small transmitters the key should be in the plate 
circuit, which can be arranged so that the key is earthed and thus 
will not give shocks to the operator. The circuits can be so 
arranged that the key opens both plate and grid circoits simul' 
taneously as in Fig, 150, 

On large stations it is not practicable to put the key in the 
circuit of the H.T. supply' generator as this may introduce lag 
efEectg. In small transmitters, where the H.T. supply is taken 
through a rectifying valve from a spark coil, the key may be 
placed in the circuit of the battery which excites the coil, but 
again owing to lag effects at the vibrator this will limit the speed 
of signalling, otherwise dots will be clipped or missed altogether. 
To overcome this as much as possible the vibrator should be 
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comparatively stiff, with a high natural frequency of vibration. 



Fia. 162.— 1 KW. TrwiBmitting Valve made by the G. E. Co., LondOD. 
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It is not a very satisfactory arrangement to have the key directly 
in the grid circuit ; the author has had experience of a C.W. 
transmitter where the key was shunted across a leaky condenser 
in the grid circuit and it was found that much trouble was caused 
by faulty insulation, moisture, dust, etc., on the key. 

H.T, Supply lor Plate Circnit.— The high voltage required 
for the plate circuit may be supphed by primary cells for small 
and portable stations, but where weight is not a material point 
it is better to use small secondary batteries. These may be 
charged in parallel groups off 100-volt lighting mains and used 
in series on the plate circuit of the valve, A small transmitter 
fitted with one receiver-size valve will not take more than 0-05 
ampere (50 milliamperes) in the plate circuit, therefore quite small 
secondary cells will be suitable for the purpose. 

Instead of using a high voltage battery a low voltage one of 
10 or 12 volts may be used, in combination with a spark induction 
coil and valve rectifier as aheady described. With larger trans- 
mitters and larger valves it is usual to employ high voltage D.C. 
generators, or A.C. supply stepped up through a transformer, 
rectified by a valve rectifier, and smoothed out in a condenser. 

It is important that the capacity effect to earth of the H.T. 
battery , or unit should not influence the wave length by acting 
in shunt with the plate circuit coil ; this can be best assured by 
arranging the transmitter -circuit so that the negative terminal 
of the battery is connected to earth as shown in most of the 
preceding di^ams. 

Aerials loi C.W. Work.— A single wire aerial 100 to 125 ft. 
long and supported on masts 25 ft. high will be suitable for ranges 
up to 60 miles, on wave lengths up to 1000 metres, and transmitters 
of 50 watts energy. It would be better to have a two-wire aerial 
which will have a capacity of 0-0003 mfd, and a natural wave 
length of about 330 metres. 

For ranges up to 200 miles the aerials should consist of two 
stranded wires 10 feet apart and supported on 70 ft. masts. The 
transmitter energy required for this range will be about 120 watts, 
though of course no hard and fast rule can be laid down as it 
depends on the efficiency of the transmitter and the amplification 
at the receiver. 

For C.W. transmission it is advisable to have a condenser of 
fairly large capacity in the aerial circuit, as shown in some of the 
preceding diagrams. If the condenser is connected between the 
aerial coupling coil and the aerial, or aerial tuning coil, it prevents 
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the aerial from being subjected to high potential strains, and does 
not greatly change the capacity effect of the aerial as a whole, 
Thus if the aerial circuit without the condenser has a capacity of 



Fia. 153.— Marconi 3 KW. Valve Transmitter Panel. 

0"0005 m£d. the addition of 1 mfd. in series only changes it to 

0-0005 X 1 „_ ^.^n^,nn.T ^fA rpijQ condensei also saves the 
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valves and H.T. unit from being ovemin if the aerial is 
damaged or otherwise earthed. If the oondenser is put in the 
earth lead, as shown in some of the preceding di^ams of trans- 
mitters, it ensures that the plate circuit is insulated from earth, 

A two- wire aerial 300 ft. long and 48 ft. high will have a capacity 
of about 0-001 mfd. and a 1 50 watt C. W. transmitter can put about 
I ampere of current in it. If the aerial consists of 10 wires and 
has a capacity of 0-0035 mfd. the aerial current should be about 
2*5 amperes on a 150 watt valve transmitter. 

The condenser should be shunted by a safety spark gap to 
prevent the aerial from being dangerously charged by atmospheric 
storms. On wireless telephony transmitters it is not so feasible 
to have a series condenser in the aerial circuit ; its impedence to 
the low frequency pulses impressed on the oscillations by the 
speaking circuit may be high unless its capacity is kept small, and 
this is not feasible in large transmitters. 



. QUESTIONS ON CHAPTER XIII, 

1. What points should be considered aa regnrda the poeitioii of the n 
key in a Talve tranamitter circuit T 

2. Draw a diagram of aoitablo arrangemeDts for obtaiaing a high potential 
on the plate circuit of a lar)^ valve transmitter. 

3. What are the considerations which must 
choosing the design and sise of an aerial for C.W. i 

4. In a valTC transmitter what happens if — 

(n) The filament voltage is too low ; 
\b) The plate Toltoge is too low ; 

(c) The leads to tbe shunt condenser aoroea the source of plate potential 

are broken ; 

(d) The insulatioD of the aerial is defeotiTe ; 

(e) The rE«iEt(uice of the earthing is too high T 

6. The reactance coupling between the plate uid grid circuita of a valve trans- 
mitter is BO loose that the valve is not oscillating. If the coupling is now tightened 
to a certain value the current reading on the plate circuit ammeter changes in 
value. Why is this I 

6. If you gradually increase the capacity acroaa the plate circuit of an oscillating 
valve the plate current rises at first but beyond a certain capacity value it falls 
again. Explain this reeult. • 

7. In a valve transmitter a batteiy was employed to put negative potential Cfa 
the grid. The grid was connected to tbe native terminal of the battery, but the 
grid circuit was not completed at the positive terminal. Under tliese oonditiona 
the valve was found to generate osdllatione and give a current in the aerial. Eiqilkin 
this result. 

5. How would you make np a valve drcnit to radiate very long wave« approach- 
ing audible frequency t 
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CHAPTER XIV 

C.W. AND RADIO-TELEPHONY RECEPTION 

When the key of a Bpark transniitter is pressed to make a, signal 
several sparks take place ; eaoh igives a train of ether waves, and 
each train of. waves in- 
duces a group of small 
oscillations of current in 
the receiver circuit ; the 
oscillating potentials re- 
sulting therefrom are ap- 
plied across the detector 
and telephones and one 
pulsation of the telephone 
diaphragms takes place at 
each train. This is dia- 
grammatically shown ' in 
Fig. 154. 

If the oscillations and 
etbor 



4MI^ 



dMh. JllUh. JMh. 

Rectified by detector. 



Fio. 154.— Telephone ptjlses. 

undamped, aB in C.W. work, small 
undamped oscillations are induced in the receiver circuit, rectified 
by the detector, and smoothed out owing to the high impedance 
of the detector and telephones, as shown in Pig. 155. It will be 



Osoilktiona in receiver. 



Fio. 165. — Telephone ciurent. 

seen that when the transmitting key is closed a pulse of current 
starts in the telephone receivers, which may cause the diaphragms 
to chek but they will remain steady until the opening of the key ; 
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the diaphragmB will not vibrate and thus no note will be heard 
except the ohcks at the opening and closing of the key ; these 
clicks will only be heard on short ranges. 

Thus C.W. signals oannot be received on a simple rectifying 
arrangement, such as a crystal detector, unless something is done 
to break up the pulse of telephone current resulting from each 
signal so as to cause vibrations of the telephone diaphragms. 
Before considering the usual method of receiving signals from valve 
transmitters by employing local oscillations which heterodyne 
the received oscillations, as explained in Chapter VIII. and 
illustrated in Fig. 66, let us first briefly consider other methods 
■which have been or can be employed. 

In the description of a 4-valv6 French transmitter given in 
Chapter XIII. and illustrated in Figs. 150 and 161, it was explained 

WW- ^IftftM- -Wa- 



Bio. 166.— Telephone pulsea. 

that a tikker could be connected into the transmitter valve 
circuits so that it would break up the oscillations into groups, the 
frequency of these groups depending on the rate of interruption 
caused by the tikker. This will give an effect at the receiver 
differing only from that of spark signalling in the fact that the 
energy pulses from the ether waves are undamped, so that the 
receiver oscillations only begin to damp out when the group of 
ether waves ceases. 

It will be seen that the resulting effects in the receiver are as 
shown in Fig, 156 ; an ordinary crystal detector may be used and 
the telephone diaphragms will vibrate, giving a note corresponding 
to the frequency of interruptions due to the tikker in the trans- 
mitter circuit. Where a valve transmitter is employed the tikker 
may be connected into the plate circuit or the grid circuit ; the 
latter is preferable since the grid currents are small. 
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The same result can be obtained by using a make and break 
in the aerial transmitting circuit ; this may be a rotary one driven 
at a speed which will give interruptions at a musical frequency, or 
it may be a buzzer arrangement, in which case the transmitting 
key may be in the buzzer circuit. For wireless telephony a micro- 
phone connected through a step-up transformer into the grid 
circuit or into the aerial circuit will give similar results ; in 
this case the pulses of energy radiated as ether waves will not 
be uniform but will be modulated by the speech currents in the 
microphone circuit. 

Another method is that of using alternating or intermittent 
potential on the plate circuit of the transmitting valve or 
valves. Thus if the H.T. voltage is obtained from a spark 
induction coil, without a rectifier, condenser, and choke coils to 
smooth out the potential variations, the signals in the receiver 
will have the note of the spark induction ooil with the sharp 
tuning effects of con- 
tinuous wave trans- 
mission. In the latter 
case the transmitting 
key would be in the 
primary circuit of the 
spark coil. Fio. I57. 

Again an auxiliary 
valve may be employed whose circuits are so designed that it 
generates oscillations at a musical frequency ; these oscillations 
could then be introduced into the grid circuit of the generating 
valve. The ampUtude of the resulting oscillations in the trans- 
mitter tuned circuits would rise and fall as shown in Fig. 157, 
at a frequency determined by the note of the auxiliary valve. 
For a small transmitter a method of connecting the auxiliary 
valve circuit to the generating valve circuit is shown in Pig. 158 ; 
here valve Vi is setting up high frequency oscillations in the 
aerial circuit, whilst low frequency oscillations are generated in 
the plate circuit of valve Vj, by reason of the fact that it contains 
a large value of inductance, being coupled to the grid circuit by 
means of an iron-core telephone transformer Tp This musical 
note of Va can be tuned by varying the inductance or by a variable 
condenser as shown. The low frequency oscillations of V2 are 
introduced into the grid circuit of Vj through the small iron 
core transformer Tj with high resistance windings on both 
primary and secondary ; thus the low frequency oscillations are 

VOL. II. S 
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jed on the high frequency oscillationB generated in Vi- 
The transmitting key is not shown in the Figure ; it can be con- 
veniently connected in the positive lead from the battery to the 
plate circuit of V^. 

jAltbough all the methods just described will give signals 
which require sharper tuning at the receiver than ordinary spark 
signals, they do not provide continuous wave transmission ; when 
received with crystal detectors the range will not be much greater 
than with spark transmission, but they have the advantage of a 
tuned note by which 
the transmitting sta- 
tion may be identified. 
Instead of causing 
pulses, or groups, in 
the transmitter OBcil- 
lations the valve 
transmitter may be 
employed in the ordi- 
nary way to give con- 
tinaoos waves, and the 
resulting undamped 
oscillations in the re- 
ceiver circuit may be 
broken up into groups 
by using a small tikker 
arrangement in the 
receiver. This was ■ 
the original method 
employed on the Poul- 
sen System, which employed an arc generator of undamped oscil- 
lations at the transmitter. With such a method the sharp tuning 
effect of undamped radiation is obtained, also the ranges will be 
greater for a ^ven primary energy than with spark signalling, but 
they will not be as great as when beat reception is employed, for 
reasons which have been already explained in Chapter VIII. 

If the local oscillations at the receiver with beat reception 
are supphed from a source quite mdependent of the receiver circuit 
and detector the latter may be a crystal combination ; it is, 
however, more usual to employ a valve rectifier so as to get the 
advantage of reaction amplification^ Modem receivers consist 
of'two'or more valves in cascade to provide limiting, amplifying, 
or selective properties. 
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For C.W. signals a heterodyne receiver circuit will have to be 
very sharply tuned on short waves ; signals on short waves 
may be lost if the variable tuning condenser is moved through 
one or two scale divisions, but long wave signals may be heard 
over a long range of the condenser. A little consideration will 
make this clear. Suppose signals on 600 metres wave length are 
to be received ; their oscillation frequency is S00,000 per second 
and to form a beat .frequency of 1000 per second the local circuit 
must be tuned to a frequency of 499,000 or 501,000 per second, 
that is to say to approximate wave lengths of 601 or 599 metres 
respectively. Thus beats of this frequency allow of a tuning 
range of only two metres. If, however, the received wave length 
is 6000 metres, corresponding to a frequency of 50,000 per second, 
the same beat frequency will be obtained by tuning the receiver 
circuit to 49,000 or 61,000 frequency, corresponding to wave 
' lengths of 6123 and 5882 metres respectively. In the first case 
there will be a silent point when the receiver is tuned to 600 
metres and the beat will have reached a frequency of 1000 with 
mistuning of 1 metre either side ; in the second case there will 
be a silent point when tuned to 6000 metres and the beat will not 
have reached a frequency ot 1000 until miatiuiing of 120 metres 
eithw side has been made, while notes of lowei; frequency will be 
heard over a considerable part of this range. If the same vari- 
able condenser. is employed for tuning in both oases it will be 
seen that it must be sharply adjusted for the short wave, but 
signals will be heard over a considerable part of its scale on the 
long wave. 

Incidentally it is also apparent that, for tuning in C.W. signals 
on wave lengths of 1000 metres or less the variable condenser 
should have a small maximum value, so that a variation of 1 or 2 
metres wave length corresponds to a range of several divisions 
on the scale of the condenser. 

The simplest circuit for C.W. reception, using a French valve, 
is one already d^cribed and shown again in Fig, 159. With 
sufficiently close reaction between the plate and grid circuits the 
valve generates oscillations, and, by slight mistiming ot the grid 
circuit, these can be made to form beats in the aorial tuning in- 
ductance with the oscillations set up by the other waves ; at the 
same time amphflcatiou effects are obtained through the reaction. 
The variable condenser K connected across the grid circuit for 
tuning purposes must be of small maximum capacity (say, 0-0005 
mfd.]. It will be noted that the plate eixenit is not timed, i.e. 
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is aperiodic. An advantag< 



gained by tuning the 
plate oiicuit but in- 
stead of complicating 
this simple circuit by 
connecting a variable 
condenser across the 
reactance coil it would 
be better to adgpt 
another form of cir- 
cuit such as wiU be 
presently described. 

The grid circuit 
may be made aperi- 
odic, and the tuned 
aerial inductance in- 
cluded in the plate 
circuit as shown in 
Fig. 160; hej-e the os- 
cillations in the aerial 
circuit by transformer 
action produce oscil- 
lating potentials in the reaction coil, therefore in the grid circuit. 
These produce oscilla- 
tions in the plate cir- 
cuit which includes the 
aerial tuning induct- 
ance, therefore the 
aerial oscillations are 
amplified. Bysufficient 
reaction coupling and 
slight mistuning, oscil- 
lations are generated 
in the valve circuits 
which form beats vrith 
those set up by the 
ether waves, and sig- 
nals thus received. In- 
stead of making the 
grid circuit aperiodic 
it might be tuned by 
connecting a variable 
condenser of small maximum capacity across the reaction coil ; 





DigiLizedbyGOOglc 



■C.W. AND RADIO-TELEPHONY RECEPTION 



261 



not much a,dvantage would be gained by thia on weak signals, 
for any benefit gained by having a tuned grid circuit is dis- 
counted by the fact that a condenser connected across the circuit 
tends to heap down the oscillations of potential of the grid. 

The connections of a small portable receiver made by the 
Marconi Company are shown in Fig. 161 ; the receiver circuit is 




tuned by a coarse variometer, Vi, and a fine one, V2, so that the use 
of a variable condenser is avoided. Switch Bi changes the amount 
of inductance in the aerial circuit, also by means of switch 83 
a condenser of 0'003 mfd. can be connected in series in the aerial ; 
thus a good range of wave lengths is obtainable on aerials of 
different lengths. The receiver is fitted with a small Q type 
valve Vo. and if necessary a second valve Vj can be connected up 
to give L.P. amplification. The connections of the valve circuit 
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Yt to the main circuit are shown dotted in .the Figure. It is 
Been that no attempt ie made to bring the grid of the valve V,, 
initially to negative potential ; this ie because negative grid 
potential ia not necessary with Q valves, as already explained in 
Chapter X. 

. It must be remembered that the use of a leaky grid condenser 
is only applicable with a French valve, or those having similar 
characteristics. In all other cases the proper grid potential to 
work the valve at its most sensitive point for rectification is best 
obtained by means of a potentiometer. Whore a potentiometer 
is employed it is prelerable to connect it to the filament and not 
in the grid Bide of the 
grid circuit ; this arrange- 
ment ia shown in Fig. 162. 
The connections in 
Figs. 169 and 160 have 
the disadvantage that the 
C.W. signals are liable to 
be badly jammed by spark 
signals, not necessarily in 
tune. A pendulum will 
oscillate with maximum 
amplitude if the pulses of 
II energy apphed to it are 

1 UlliL.lJIiZl] j- '"16 »i'b ."« °»'"»1 
xxK\ frequency of vibration ; if, 
however, the pulses ap- 
phed are erratic, or out of 
j^o, 182. tune, the pendulum will 

still be disturbed and some 
amphtude of oscillation set up. Similarly an aerial circuit may 
not be tuned to ether wave pulses, yet the latter will set up 
oscillating currents in it, feeble no doubt, yet if amplified by a 
reacting valve they may become strong enough to give signals. 
Thus high-power, or local, spark stations will set up oscillations 
in either of the aeriarcircuits of Figs. 159 and 160 even though 
it is not tuned to the spark wave length ; these oscillations are 
amplified by the valve through the reaction coil and, since the 
valve is oscillating, they are heterodyned ; the resulting hoarse 
note of the spark signals may interfere seriously with the reception 
of weak C.W. signals. 

For thia reason it is preferable to employ loosely coupled 
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tuned circuita in the receiver as shown in Fig. 162 ; here the aerial 
inductance ia included in the grid oiicuit, with a potentiometer 
between the grid and the filament to make the valve function on 
the best point of its characteristic curve. The grid should be at 
such a potential that the grid current is zero or very small, 
the grid circuit resistance is then very high and it does not damp 
out the oscillations in the aerial circuit ; also the valve will rectify 
the high frequency oscillations in the beats. 

The plate circuit is tuned, and the coupling between it and 
the grid circuit should be just strong enough to make the valve 
generate oscillations. Sometimes the condenser wliich provides 
a path for the plate circuit oscillations is not connected across 
both the H,T. battery and the telephone transformer primary, 
but only across the latter as shown in the Figure ; this is because 
the resistance of a 25-60 volts H.T. battery ja small compared 
with the high impedance of the transformer winding. 

The variable condenser across the plate circuit should have 
a range only sufficient to give accurate adjustment of wave length 
between the studs of the variable inductance ; the tuning should 
be adjusted with as high a value of inductance and as smaU a 
capacity as possible. 

There are now two circuits to tune, and if it is desired to pick 
up a station the best procedure is as follows : — Short-circuit the 
aerial tuning condenser at 180°, or leave it ait a fairly high value, 
and set the aerial tuning inductance at some value rougUy corre- 
sponding to the wave length of the transmitting station ; set the 
coupling fairly tight. Now search for the signals on the closed 
circuit, swinging the closed circuit condenser as the inductance 
switch is moved from stud to stud. On picking up the signals tune 
them in on the highest possible value of inductance and smallest 
value of capacity. Now tune in, first the aerial inductance, 
then the aerial condenser, and adjust the coupling for best signals. 
If necessary the coupling can be made loose in order to cut out 
spark signals. 

If it is desired to amphfy the note with a second valve, without 
using a Low Frequency Amplifier external to the receiver, a good 
circuit connection could be made up as shown in Fig. 163 ; here 
the tuned circuit of the first valve is loosely coupled to the aerial 
circuit, and the second valve acts as a L.F. Amplifier or note 
magnifier. Since the first valve is required to generate oscillations 
a small condenser K is connected across the high impedance portion 
of its plate circuit. The variable toning condenser may have a 
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maximum capacity of 0'0004 to 0001 mf d. As has been frequently 
pointed out it is inadvisable to increase the wave length range of 
a valve receiver by tuning with appreciable capacity in either 
the plate or grid circuits ; variable condensers can be replaced 
■ by a variometer to give line tuning of inductance, and this use of 
variometers ia likely to be standard commercial practice in the 
future. Tbe fine tuning of inductance may be effected by a 
variometer of the usual coil type, connected in series with the 
main inductance coil, or by small rings of iron which can be dis- 
placed relatively to tbe axis of the inductance coil. The use of 
such rings would vary tbe self-capacity as well as the inductance 




60 VOLTS 

y-i'iH! i-rHi -'-llil'llfi 

of the xioil, so that fine gradations of tuning are possible by this 
method. 

If two or more tuned valve circuits are coupled together to 
give high frequency amplification weak signals may be ampUfied 
many hundred times ; there is also the further advantage that 
the tuning will be very sharp and the coupling between the valves 
can be very loose, so that jamming by spark stations is reduced 
to a minimum. 

The connections for a two-valve ultra-magnifying receiver 
are shown in Pig. 164 ; the potentiometer Pj, in the grid circuit 
of the first valve, is employed to keep down the grid potential so 
as to work low down on the plate current curve. It is not advis- 
able to try to keep down plate current by using low plate potential ; 
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lo-wering the plate potential reduces the slope of the curve, thus 
reducing the amplifying effect. 

The plate circuit of the first valve is tuned by a variable 
inductance and a variable capacity, and the oscillations in it are 
passed on to the grid circuit of the second valve. This valve has 
reaction coupling between its plate and grid circuits so that it 
generates oscillations ; thus beats can be formed and amplified. 
The potentiometer P2, in the grid circuit of the second valve, 
brings it to a point on its curve -where rectification can take place ; 
it may therefore be replaced by a leaky grid condenser if a French 




Fio. 164. 



valve is employed with 4 volts across its filament. The eondenaera 
Ki and Kj are especially nec^sary if the receiver is to amphfy 
very weak signals. It may be considered that with three circuits 
to tune the adjustments would be very difficult, but it is possible 
to design the apparatus so that the tuning of the two closed circuits 
can be carried out synchronously. This can be done by gearing 
the condensers so that they are adjusted by one handle, in which 
ease the reaction coupling of the second valve should be kept 
fixed at its best value. 

If the local oaciUations are generated outside the receiver, by 
one of the methods already referred to, a simple receiver circuit 
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will suffice for ordinary signals, and one example only will be given 
here ; Fig. 166 shows a circuit which could be used when a hetero- 
dyning Talve 18 placed in the vicinity of the receiver aerial circuit. 
To pick up a, station the cloBed circuit coil is coupled tightly to 
the aerial circuit and the switch Si left open so that the closed 
circuit is aperiodic. The aerial circuit is then tuned in until 
beats are set up between the oscillations due to the ether waves 
and those due to the local oscillating valve, the latter having been 
previously tuned to the proper wave length. The beats will 
induce beats of the same frequency in the closed circuit coil, which 
may then be rectified by a detector and passed to the telephones. 
If jamming from spark signals occurs switch Sj is closed, the 
secondary circuit is 
tnned by the variable 
condenser, and the 
couphng made loose. 
Switch S2 enables con- 
denser K to be con- 
nected in parallel with 
the tuning condenser 
so that the wave length 
range of the aerial cir- 
cuit may be increased ; 
this is useful where a 
comparatively short 
aerial may be required 
to pick up long wave 
lengths. Instead of 
connecting a detector and telephones across the terminala Ti, Tg 
of the secondary circuit the latter may be connected to a 3-valve 
L.F. Amplifier, in which the first valve can act as a rectifier, such 
as that shown in Fig. 55. 

The advantages of separate heterodyne reception have already 
been dealt with in Chapter VIII. ; from a practical point Of view 
probably the greatest is that the local or separate heterodyne 
circuit can be cahbrated in wave lengths. Thus it can be quickly 
set to any wave length on its range, and it can be used as a wave- 
meter. Another great advantage with separate heterodyne is 
that the receiver can be efficiently used with very loosely coupled 
circuits, thus avoiding strong jamming from spark signals. 

High Frequency Ainplifiers of the French design, such as those 
shown in Figs. 40 and 42 can be employed very successfully on 
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O.W. receivers ; the valves can be made to generate osciUatione 
by a suitable amount of condenser reaction between the first grid 
and last plate ; also, as previously described, these amplifiers 
tend to amplify weak signals without amplifying strong ones in 
the same proportion, so that when employed on loosely coupled 
receiver circuits tuning can be very sharp and spark jammii^ 
avoided. 

Before closing this Chapter it may be interesting to describe 
some of the circuits used in France by the author for C.W. reception; 
circuits which were made up under adverse conditions as r^ards 




supply of material and apparatus but which nevertheless gave 
satisfactory results. For wave lengths of 700 to 1400 metres a 
French 4-valve high frequency amplifier, as shown in Pig. 42, was 
connected to a Marconi panel receiver with loose-coupled circuits. 
The Marconi receiver gave sharp tuning and it was found that 
this combination practically eliminated all jamming. The aerial 
tuning inductance had a maximum value of about CBO,000 cms. 
and the aerial tuning condenser a maximum value of 001 mid. ; 
the secondary inductance was about 2,830,000 ems. and the Billi 
condenser could be set to a maximum value of about 0-00045 mfd. 
The connections are shown in Pig. 166 ; the Billi condenser, shown 
at K, is of small capacity and gives very accurate tuning. When 
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xifling the H.F, Amplifier for C.W. signals it^must not be forgotten 
that the reactioD condenser should be varied until the ammeter 
in the plate circuit of the last valve shows a drop of current, in 
* which case the valves are oscillating. The best potential to employ- 
in the plate filament circuit is about 80 volts, so that the current 
before it drops is about 1-5 to 1*8 milliamperes. It necessary a 
L.!". Amplifier can be used after the H.F. one. This receiver was 
used on an aerial about 60 ft. long and about 25 ft. average height, 
to pick up signals from a small C.W. transmitter 50 miles away 
and working on an mdoor aerial. 

For longer waves a circuit such as shown in Fig. 167 was 
employed ; the A.T,I, was full wound with No. 24 copper wire, with 




eight tappings, on a cylinder made of brown paper 12 ins. long and 
71 ins. diameter. The reacting coil, B, consisted of 80 tumsof No. 26, 
wound on a hard wood cylinder 2J ins. long and 3 J ins, diameter ; it 
could be moved axially into or away from the C.C.I., and could 
be rotated so that it was possible to make the coupling very loose. 
The C.C.I, was wound on a cylinder of ebonite 4 ins. long and 4| ins, 
diameter, the coil containing 200 turns of No. 28 sUk-covered 
copper wire with 6 tappings. 

The aerial tuning condenser was of 0-01 mfd. maximum 
capacity and the closed circuit condenser 0-01 mfd, maximum 
capacity ; the latter was too large for really efficient work, but 
was the only one available. For long wave lengths the aerial 
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timing condenser could be connected in parallel with the aerial 
tuning inductance. The valve was employed only to amphfy 
the oscillations, with a potentiometer in the grid circuit for proper 
adjustment of grid potential ; rectification and L.F. amplification 
were obtained with a French 3-valve amplifier, of the type shown 
in Fig. 55, in which the first valve had a leaky grid con- 
denser in series .with the grid. With this receiver strong signals 
were received from such C.W. stations as Portsmouth, Lyons, 
and Berlin, when used on an aerial 80 yards long, 30 ft, high at " 
the far end and 15 ft, at the near end. 

This receiver circuit was not properly proportioned for best 
working, since the aerial circuit can be tuned to much longer 
wave lengths than the closed circuit, but the requisite apparatus 
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was not available and it had the advantage that, by making the 
plate circuit aperiodic, very long wave stations eould be tuned in 
on the aerial circuit. 

For the reception of the official Wireless Press a receiver 
was arranged in which the aerial and earth were replaced by a 
coil capable of rotation through 180°. This coil was made on a 
wooden frame with 6 arms radiating from the centre, each 8| ft. 
long ; the coil consisted of 22 turns of rubber insulated stranded 
copper wire threaded through holes in the arms, the turns being 
spaced 1 inch apart, and the whole resembling a spider's web. 
This was mounted inside a canvas hut 16 ft. long by 6 ft. broad 
and 8 ft. high ; it was connected in series with an adjustable 
loading coil with a variable condenser across the total inductance. 
To the terminals of the condenser was connected a 4-valve H.F. 
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Amplifier, French design, and behind this was connected a S-valye 
L.F. Amplifier. 

The arrangement is shown in Fig. 168 ; with it lond signals 
were received from the G.W. stations at Portsmouth, Lyons (5000 
to 12,000 metres], and Berlin, while spark signals were equally 
well received from all theprincipal press stations, including Coltano 
and Fetrograd. 

By a proper adjostment of the reaction condenser on the 
H.F. AmpUfiar jamming could be reduced, and a small band-wheel 
was placed near the operator's table by which the frame coil could 
be directed on any station, the directional effect being very 
marked. A view of the complete receiving station is shown in 
the foreground of Fig. 169, where the absence of an aerial will 
be noted ; in the background is another hut fitted with an 
external inductance frame of the design described above. A 
note on the design of closed aerial coils is given at the end of this 
chapter. 

Fig. 170 is a diagram of a De Forest circuit for the employment 
of an Audion valve as an amphfi^r and detector. The circuit is 
coupled to a receiver circuit which may be an aerial circuit or the 
secondary circuit of an ordinary receiver. The valve grid is con- 
nected to a small series grid condenser with a choke coil leak to 
the filament. The normal potential of the grid with respect to 
the filament is adjusted by means of the potentiometer p). The 
piste circuit is completed to the filament by means of a potentio- 
meter Pa ; presumably this is set at the potential of the middle 
point of the filament. One end of the filament is connected to the 
middle point of the oscillating circuit so that the received oscil- 
lations do not influence the filament potential. 

The oscillating circuit is connected across the plate and grid ; 
this means that the oscillations change both the plate and the 
grid potentials by components which are in opposition to each 
other. Therefore the oscillating and ampUfying effect should be 
very good. The value of the choke leak should be chosen so that 
the valve does not generate oscillations at audible frequency. 

When aperiodic H.F. Amphfiers are employed on C.W. 
receivers considerable trouble will be experienced from spark 
jamming unless a direction-finding aerial system is employed. 
To get over jamming troubles Capt. K. Tremellan employed the 
arrangement of circuits ahown in Fig. 171. He used a Marconi 
type compass of the usual pattern, with triangular aerials at right 
angles to each other on a 40-ft. mast ; the search coil S was 
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shunted by two tuning condensers in parallel, Kj was the uaaal 




Marconi pattern with ebonite dielectric and maximnm capacity 
of 0-01 mfd. ; Kj had a maximum capacity of 0-0003 mid. Ki 




Ti 









gave tuning to wave lengths from 800 to 1800 metres. Kg gave 
fine tuning as necessary for C.W. reception. 
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For Stand By the two aeiials were connected together by a 
switch Si, which also connected an earth to the other side of the 
circuit. For selectivity the switch was thrown over and the 
toned search coil circuit used. To select for spark or G.W. recep- 
tion a second throw-over switch S^ was employed ; it is shown in 
the figure as being used with a Marconi H.F. Amphfier. ■ It will be 
remembered that this amplifier is fitted with a coil reacting to 
the plate circuit of the last valve and oscillations can be generated 
by connecting this coil into the receiver circuit. When the switch 
S3 is closed upwards it connects the tuned circuit to the terminals 
A and B of the amplifier for spark reception, when clcaed down- 
wards it connects the tuned circuit to A and D, also connecting 
B and G together so that the reaction coil is brought into action. 
If the amphfier is not fitted with a reaction coil it is easy to arrange 
that when the switch is closed downwards it will coimect an 
external coil, which we may call X, m series with S across the grid 
of the first valve, and a second coil Y, coupled to X, in series in the 
plate circuit, so that oscillations are generated and C.W. reception 



A L.F. Amplifier can be employed behind the H.F, Amplifier 
if required. The arrangement is very selective and gives good 
results as a radio-telephony receiver. 

As regards the reception of radio-telephony any good receiver 
circuit will be suitable, even one with a crystal detector as employed 
by the early experimenters. It is interesting to note that, where 
the receiver aerial circuit was inductively coupled to a secondary 
circuit, these early experimenters, including Poulsen, favoured an 
aperiodic secondary. The reason of this is that a loose coupled 
and slightly damped secondary circuit will not well reproduce or 
follow the microphonic pulse changes m the oscillations owing to 
its resonance condition- 
Where Valve receivers are used for radio-telephony beats must 
not be formed, otherwise they will interfere with the speech 
reception. We have seen that the sensitivity of valve C.W, 
reception is greatly due to a negative resistance effect, this being 
produced by having the receiver rectifying valve on the hmit of oscil- 
lating at the frequency of the received waves. In this case the 
beats are formed by a separate heterodying valve placed neat the 
receiver. For radio-telephony reception the receiver valve can 
be at the limit of oscillation at the frequency of the received waves 
since no beats are then set up. B. W, Kendall and the Western 
Electric Co. have patented an arrangement whereby a local valve 
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or other oscillator \b coupled to the receiver circuit hke a separate 
heterodyne. This valve is made to generate local oscillations 
at the same frequency as the received oscillations, thus no beats 
are formed, but if A is the amplitude of the local oscillation and B 
the amplitude of the received oscillation the variation of amplitude 
in the aerial is increased as explained in Chapter VIII. 

This method is likely to be troublesome in practice, especially 
on wave lengths of about 1500 metres or less, as the slightest 
inequaUty in tuning will cause the formation of beats. This 
inequahty may be caused by the swaying of the aerial or even by 
movements of the operator. Therefore it is not likely that much 
advantage can be gained in radio- telephony reception by a negative 
resistance effect or by a separate local oscillator. 

It is obvious that valve limiters may be employed with 
advantage in the reception of both C.W. and radio-telephony 




Pio. 172. 



signals. To a certain extent the H,F. amplifying valves of the 
Marconi Co., known as the V. 24 type, are hmiters, since their 
characteristic curves are of short range ; therefore a H.F. Amplifier 
fitted with these valves and interposed in the reception range will 
help to hmit jamming effects. A liroiting system may be arranged 
which is independent of the amplifying circuit ; one example of 
such a system may be quoted. 

It is shown in Fig. 172 which is a circuit used by the Western 
Electric Co., U.S.A., slightly modified. In this circuit two limit- 
ing valves Vi and Vg of the two-electrode type are employed in 
parallel so that both half waves of the incoming oscillations will 
pass through. Their circuit is inductively and loosely coupled to 
the aerial, and tuned to the same frequency as the aerial. This 
circuit is loosely coupled to a third circuit timed to the same 
frequency, across which is connected an oscillation amplifying 
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valve V3. The plate circuit of V3 is then coupled to a fourth tuned 
circuit across which is connected a rectifying valve, V^, the plate 
circuit of which contains the telephone receivers or telephone 
transformer. If it is deciired to form beats a separate hetero- 
dyning valve can be coupled to the circuits of V3 or V4 by in- 
ductive coupUng at either of the points marked X and Xj. 

This circuit arrangement appears to be very comphcated as 
far as tuning is concerned ; however, it must be remembered that 
most receiver stations are destined to work on one fixed wave 
length, and the circuits can be designed accordingly with a minimum 
of adjustment. In any case the condenser adjustments can be 
geared together so that all the circuits are tuned by the movement 
of one handle. , 

It is apparent that a hmiting valve of the G.E. Co. or other 
design, as described in Chapter XI,, may be used instead of \\ 
and Va ; also that a multiple valve H.F. Amphfier may replace 
V3 and V4. 

Fig. 173 is a view of the latest Marconi Pattern C.W. and 
radio-telephony outfit. It is a combined Transmitter and 
Receiver in compact form, equipped with the standard M&rconi 
apparatus. 

As regards suitable telephone receivers for tadio-telephony it 
may be remarked that if the diaphragms are light they may 
respond strongly ,to one harmonic in the voice and accentuate 
it, thus making the speech sound timiy in the receivers. On the 
other hand, if the diaphragms are too heavy the voice harmonics 
will not be reproduced weU and the speech will be muffled. 
Muffled speech may also be caused by a too heavy microphone 
diaphragm at the transmitter, or by one which cannot move 
freely if the carbon granules have become packed behind it. 



QUESTIONS ON CHAPTER XIV. 

1. Explain with the aid of a diagram why an ordinary detci^tor cannot be 
employed for the reception of signals on undamped waves. 

2. Explain tbe principles of the heterodyne method ot reception. 

3. How would you demoHBtrate the formation of " boata " to a class ! 

4. What is the dilicrcucc botwctn ueparate heterodyning and auto-hetero- 
dyning t Compare their advantages and disadvantages. 

6. When heterodyne reception ia employed C.W. ranges of sigoalling are much 
greater than those obtained with spark signalling. Can you explain this from 
consideration of the effects at the receiver 1 

6. Draw a diagram and describe the adjustments of a C.W, valve receiver. 

7. Explain why the tuning of a C.W. receiver must bo very sharp on wave 
lengths up to 1000 metres. 
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8. On short C.W. wave lencths the signals are only heard when the receJTiiig 
taatng condenser is ^lery accurately adjusted, but on very long CW. wavo lenaths 
the signals can gencmlly be heard over a wide range of the condenser. Explain 

9. Write a short account of the reception methods wkiob might be employed 
to reduce jamming in a CW. receiver. 

10. What are the faults which are most likely to develop In a C.W. receiver I 

11. Why is it neoaeaary to have rectification with the heterodyne method of " 
C.W. reception t 

12. Under what circumstances may an ordinary crystal detector combination 
be employed tor C.W. reception I 

13. How can you tell if a C.W. valve receiver is properly adjusted to reoeive 
CW. signals? 

14. What is happeninff when the valve in a receiver causes a continuous 
whistling noise in the teleimonce, and what would you do to stop it ? 

Id. if you cannot receive signals from a wavemeter placed cloae to your valve 
receiver, enumorate the order in which you would look for a probable fault. 

NOTE ON CLOSED COIL AERIAI^. 

In a pamphlet published by the Bureau of Standards, U.S.A., it is stated that if 
the waves are sent out by a simple aerial and received on a dosed coil, the .current 
in this receivBT coil will be : — - 

^ _ I884AAJrNrI' 
' EAirf ' 

ir is the length of the coil and Nr the number of turns on it, R is the reustance 
of the receiving circuit and d is the range of signalling, A« and At are the heights of 
the aerial and coil, A the wave length, and I, the aeria! current in the trannraitter, 
all lengths or heights being measured in metroa. For the reception of short waves 
it is b^t to have a onil of one or two tnms of fairly large area, for long waves there 
should bo 20 or 30 turns in a coD of smaller ares'. If the coil is a flat spiral a good 
aperture should bo left at the centre as inner turns of small diameter are not very 
effective. The turns on the coil should be kept slightly apart to rcdoce the capaci- 
tance ; at the same time this will reduce the inductance effect and therefore it 
must not he overdone. A spacing of 1 inch for a 2-ft. coil, .! inch for a 4-ft. coil, 
or 0-35 inch for an 8-ft. coil may be used. It must be rememtiered that a la^a 
coil of few turns may have the same inductance as a smaller coil of more turns and 
it will hare a smaller high frequency resistance. 
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CHAPTER XV 

THE DEVELOPMENT OF RADIO-TELEPHONY 

Eadio-Tblbphony became possible as soon as radiation of energy 
was developed on slightly damped or ondamped ether waves. The 
first result of commercial importance was obtained by Poulsen with 
his Arc Transmitter, when speech commnnication was established 
by him in 1909 between Esbjerg and Lyngby in Denmark, a 
distance of 170 miles. The aerials were 200 feet high, the 
wave length 1200 metres, and the transmitter aerial energy was 
300 watts. 

The next notable result was obtained by Prof. Vanni in 1912 
when he succeeded in communicating between Bome and Tripoli, 
a distance of 625 miles. In 1914 B. Goldschmidt communicated 
from Laeken, near Brussels, to Paris with 8 amperes in the aerial. 

The gradual perfection of valves, with consequent increased 
sensitivity of reception, and the development of high frequency 
alternators have placed radio-telephony on a sound commercial 
basis. The outbreak of the war stopped experimental work on 
long ranges as far as Surope was concerned, but much progress 
was made in the United States by Fessenden and De Forest, and 
communication was eventually established between the United 
States and Paris in 1915. The latter result was not developed or 
used further during the war, but there is little doubt that radio- 
telephony will receive much attention in the wireless world as 
soon as peace is firmly established. 

In the two preceding Chapters the use of valves in radio- 
telephony has been described ; we will now consider the whole 
subject on a broader aspect, and deal with those designs of appa- 
ratus which are peculiar to this method of radio communication. 

Transmitters.— Badio-telephony transmission is attained by 
setting up undamped or shghtly damped oscillations and modu- 
lating the amplitude of these in the transmitter aerial by means 
of speech. Thus any form of generator of undamped or slightly 
278 
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damped oscillations will be suitable as a basis ; this includes 
Arc Systems, High Frequency Spark Systems, Marconi Multiple 
Dischargers, High i^equency Alternators, and Oscillating Valves. 

The Poulsen arc transmitter, the Lepel and T.Y.K. spark 
systems, the Marconi multiple discharger, and the Goldschmidt 
high frequency alternator have already been described in Volume I, 

Poulsen Arc Transmitters of from 3 to 6 kilowatts input 
(for wireless telephony purposes) have been constructed by the 
Danish Poulsen Company, the Lorenz Company, and the Berliner 
Company of Vienna, but up to the present larger arc units have only 
been used for wireless telegraphy. The limitation of size was 
caused by the difficulty of modulating, by microphone control, 
larger aerial currents thaa 3 to 4 amperes ; this difficulty is now 
removed by new microphone designs and by the use of valve 
amplifiers or magnetic relays ; at the same time it is doubtful 
if any great development 
with arc oscillators will be 
attempted. This is in view 
of the tact that microphone 
control of an arc is not very 
stable when used as a resist- 
ance control, and is hkely to 
cause interference if used as 
a frequency change control ; 
also the perfection of high 
frequency alternator design 
will greatly increase the use 
of these machines in high- 
power long-range stations. 

For radio-telephony transmission with a small arc outfit 
Poulsen connected a microphone in series with the aerial ; words 
spoken into the microphone varied its resistance, therefore modu- 
lated the amplitude of oscillations in the aerial. In a second' 
method employed by Poulseit he coupled the oscillating arc 
circuit mductively to the aerial circuit, and connected a multiple 
microphone across the tuning condenser in the aerial circuit. 
This arrangement is shown in Fig. 174, where six microphones 
in series are connected across the aerial condenser ; it is seen 
that by this arrangement transmission of speech is carried out 
partly by changing the amphtudes of the oscillations and partly by 
changing the frequency. Where transmission is effected, either 
wholly or in part, by change of frequency or wave lei^th, i^e. 
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detuning tbe aerial, it is important to note that the aerial should 
not be exactly in tune with the closed oscillating circuit. 

When the coupling is fairly loose the resonance curve of aerial 
current will be as shown in 
Fig. 175 ; if tbe aerial fre- 
quency is equal to that of 
the oscillating closed circuit 
the aerial current will be OA. 
When tbe aerial is slightly out 
oi tune, and thecurrent is OB, 
a slight change of frequency 
will make a great difference 
in the value of the current. 

Thus the aerial should be 
detuned by about 5 per cent. 
so that it is functioning on 
the sloping part of the reso- 
nance curve rather than at 
the top of it. 
The Lepel Hi^ Fieqaency Spark System can be used for radio- 
telephony. In this case the auxihary " tone " circuit across the 
spark gap must be disconnected and a microphone connected in 
series with the aerial. 

The T.T.K. System of Japan can be used tor radio-telephony, 
indeed several small land and ship stations in Japan have been 
eonmiercially employed for some years in wireless telephony 
communication on this system. It will be remembered that the 
spark gap used in this system has pointed electrodes of small surface 
section, consisting of minerals such as molybdenite, bomite, 
iron pyrites, magnetite. One of the electrodes may be ot brass. 
The potential applied to the spark gap is 500 volts D.C. on which 
the current taken is 0'2 ampere with a resulting aerial current 
*of about 1 ampere. The gap is shunted with the usual oscillating 
circuit which is coupled inductively to the aerial circuit, a micro- 
phone being connected in series with the latter. A high resistance 
film forms on the surface of the spark electrodes and in order that 
the spark may strike it is necessary to break down this film. The 
method adopted is shown in Fig, 176, which is a diagram of the 
complete transmitter ; the electrodes at start must be placed in 
contact, the high resistance film on their surfaces preventing a 
heavy current flowing through them. A current then flows through 
tbe spark induction coil S ; this attracts the armature A which 
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serves as one electrode hold^. The electrodes are thns drawn 
apart, and the break of the spark eoil current at its interrupter 
induces a high E.M.F. which, acting through the coil and spark 
gap X in series, breaks down the iilm on the gap electrodes. 



Fio. 176. 

The Chaffee High Freqoeacy Spark System, as developed by 
Dr. R. L. Chaffee, has many interesting features and constitutes 
a small-power radio-telephony transmitter for ranges up to 100 
miles. The gap electrodes 

are plugs of copper and alu- 'PHRAGM 

minium, with sparking sur- 
faces of 0-2 to 0-4 square 
inch area and a spark gap 
length of 0-04 to 009 mm.' 
One of the electrodes is 
mounted in a holder fitted 
with cooling fins and fixed 
in an upright support or 
circular case, the other elec- 
trode is fixed in a similar Fio. 177. 
holder which passes through 

a phosphor bronze diaphragm clamped against a rubber 
washer, the diaphragm and- case thus forms the spark chamber. 
The construction is shown in Fig. 177 ; if necessaiy the spark 
chamber can be filled with hydrogen gas or alcohol vapour. 
For larger units the gap consists of an aluminium disc rotating 
rapidly in front of a stationary copper plate. 
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Dr. Ghafiee emphasises the importance of having the spark 
frequency a whole-number submultiple of the oscillation frequency, 
that is to say the spark frequency is exactly a half, or a third, or 
a quarter of the oscillation frequency. This ensures that the spark 
will always strike up in phase with the oscillations and prevent 
a hissing sound in the receiver which may bs set up by the beat 
action of a spark not properly toned. This synchronising frequency 
of the spark is sometimes called'the "inverse charge frequency 
effect." 

The sparking rate depends on the capacity effect in the closed 
oscillating circuit and on the strength of the supply current ; it can 




therefore be adjusted by adjusting the value of the latter, a fine 
adjustment being obtained by a proper setting of the spark gap 
length. 

The frequency of sparking is very high and the spark is highly 
quenched, so that it practically consists of only one half cycle or 
loop of discharge current. Dr. Chaffee explains this by saying 
that the formation of a high resistance oxide film on the aluminium 
electrode ^ves a high resistance to the gap when the current is 
zero. B. Washington's oscillogram seems to prove that the 
oscillations in the aerial help to re-ignite the spark again by their 
indu.ction effect in the closed circuit condenser ; this keeps the 
frequency of sparking in proper submultiple step with the oscillation 
frequency. 
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With a spark frequency which is one-half or one-third of the 
oscillation frequency the oscillations are practically undamped, 
and give a pure C.W. note when heterodyned at the receiver. 

The connections for radio-telephony transmission are shown 
in Fig. 178 ; two gaps may be used in series on 500 volts and four 
gaps on 1000 volts, the voltage required per gap being about 150 
volts. The resistance E must be provided with a fine adjustment, 
as the spark frequency depends on the strength of the snpply 
current. The radiated energy can be 50 watts per gap with an 
input of 150 to 400 watts per gap. The design of the microphone 
M will depend on the strength of the aerial current ; for two gaps 
in series, on 500 volts, this wiU be about 1'5 amperes, therefore an 
ordinary low resistance microphone may be used. The range of a 
Chaffee transmitter of this type, with two spark gaps in series, is 
probably about 100 miles, though this will depend on the size of 
the aerial and design of the microphone employed. 

The Motretti Spaik Gap was used by Prof. Vanni in 1912 when 
he succeeded in communicating between Rome and Tripoli, using a 
transmitter fitted with his own special liquid microphone which 
wiU be described later. The negative electrode of the Moretti 
gap is a copper plate fixed horizontally ; beneath this is fixed a 
copper positive electrode which has a fine hole bored through its 
centre and through which acidulated water is steadily pumped. 
The water rises in a fine jet and impinges on the negative electrode. 
When a high D.C, voltage is appUed and an arc formed the water 
between the electrodes probably assumes a spheroidal form, 
vaporising rapidly, and thus extinguishing the arc ; in fact much 
the same action occurs as in a Wehuelt interrupter. 

The sparking frequency is very high and if necessary the gap may 
be elaborated by giving a rapid movement to one electrode. The 
circuit used with this spark gap is much the same as those already 
described ; a 600 volt D.C. generator is connected through choke 
coils and resistances to the gap, across which is shunted an oscil- 
lating circuit inductively coupled to the aerial circuit. The 
coupling is very close so that the induction in the aerial circuit 
helps the quenching of the spark. The microphone is conveniently 
connected in the earth side of the aerial circuit. 

The De Forest Spark System has a spark gap in which the 
electrodes are plates of tungsten very close together, with an 
adjustment for regulating the spark gap length. Two or more gaps 
can be used in series in a 1000 volt D.C. generator, or one gap on 
600 volts. The circuit arrangements are similar to those already 



Cc,:.dbvG00gIC 



284 TEXT-BOOK ON WIRELESS TELEGRAPHY 

described, except that in amall sets Dr. De Forest employs auto 
coupling between the aerial ami closed oscillating circuits. 

ffigh Freqaency Altematora.- -The tioldechmidt high frequency 
alternator has been described in Volume I ; by connecting re- 
sonance circuits across the Htator and rotor of the machine 
it delivers to tfie aerial currents at a frequency which is four times 
the fundamental frequency of the machine. The Goldachmidt 
alternators installed at Eilvese, near Hanover, and Tuekerton, in 
New Jersey, run at 4000 r.p.m. and have 360 poles, the funda- 
mental frequency is therefore 12,000 cycles. Thus they dehver 
current to the aerials at a frequency of 48,000 cycles per second, 
corresponding to a wave length of 6250 metres. 

The resonance circuits, consisting of banks of condensers and 
inductance coils which must be connected to the stator and rotor 
of the machine, necessitate elaborate wiring arrangements, and 
the capacity effects to earth of the leads or the apparatus may 
seriously decrease the useful output of the machine. Attempts 
have therefore been made to construct alternators which will have 
afundamental frequency high enough for radio-signalling purposes, 
and much success has already attended these efforts. 

The AlezanderEHm H.F. Altematoi is made by the General 
Electric Company U.8.A., to the design of E. F. W. Alexanderson, 
whose first machine, of 2 KW. output and 100,000 frequency, was 
produced in 1908. 

The main electrical features of the design can be seen in the 
section diagram of the Fig. 179 ; it is an inductor alternator 
whose magnetising coils are shown at F and armature coils at A, the 
latter being wound on a laminated portion, L, of the iron core. 
The rotor is a chrome nickel steel disc, tapering in thickness from 
the shaft to the periphery so that the centrifugal forces are unifonai 
along its radius. The rotor has slots cut in it near the edge and 
the slots are filled with phosphor bronze, dovetailed or riveted in 
and smoothed down. Thus the rotor has an even and smooth 
metallic surface, and as it rotates the steel teeth between the 
phosphor bronze-filled slots move through the magnet field between 
the armature cores, thus providing the alternating induction 
effect. The side appearance of the rotor is shown at the right of 
Fig. 179, whilst the magnetic path through the iron is shown dotted 
in the Figure. 

The armature is wound with one turn per slot and there are 
600 slots for a frequency of 100,000. The rotor is driven direct 
by a De Laval turbine, or through gearing from an electric motor, 
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at a speed of 20,000 r.p.m. ; this means that the peripheral speed is 
over 1000 feet per second, or nearly 12 miles per minute, and the 
peripheral centrifugal force is 68,000 times the weight of the ' 
metal at the periphery. 

Larger machines of this type have been built by Alexanderson, 
one of 60 KW, output and 50,000 frequency delivers normally 
125 amperes at 400 volts, operating at 8500 r.p.m. The voltage 
generated will depend on the length of the air gaps between the 
rotor and Btator ; in the 2 KW. machine the air gap length is 
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SIDE VIEW OF ROTOR 



Pig. 179. 

0-015 inch and the voltage generated is 150. The voltage would 
be 300 if the air gap was reduced to 0-004 inch. The machine is 
connected to theaerial through a step-up transformer ; thecapacity 
of the aerial helps to compensate the inductive reactance of the 
armature winding to bring the circuit into resonance. Thus in 
the 2 KW, machine the reactance of the winding is 5-4 ohms at 
100,000 frequency ; it therefore required a capacity of 0'3 mfd. to 
produce resonance. The transformer used with this machine has 
a primary close coupled to the secondary without an iron core ; 
each of the windings consists really of a number of independent 
coils, with connecting pieces so that the ratio of transformation 
may be varied. The transformer ia said to have an efficiency 
of 95 per cent. 
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In the later types of the AlexanderBon maohine the number 
of teeth on the rotot differs from that on the stator ; thus -with 
800 teeth on the rotor and 400 on the stator it is possible to obtam 
the same frequency as 600 teeth on each would give. With 
equal number of teeth on rotor and stator the magnetic field dies 
away between the arrival of one tooth and the next ; with an 
unequal number the field dies away as one tooth passes, rises 
again as portions of two teeth come into action, dies away again as 
the first tooth goes clean out of action and rises again as the 
succeeding tooth comes into full action. Thus the frequency is 
doubled by having unequal numbers of teeth on the stator and 
rotor. Since the circuit is made resonant for the higher frequency 
the current at the fundamental frequency is very small. 




High Frequency. Alternators were the subject of French and 
German patents by MM, Cail-Hermer and Guy. A modification 
of M. Guy's method was made by M, Oanos and patented by the 
A. E.G. Co., Berlin. The machine is of the inductor type with both 
field and armature windings on the stator. The arrangement is 
diagrammatic ally shown in Pig. 379a ; it will be noted that each 
pole has got two teeth and that there are half as many teeth on 
the rotor as on the stator. The atmature coils are displaced with 
respect to the magnetising coils by an angle of 90°, being wound in 
alternate slots. At the moment depicted in Fig. 179a the rotor 
teeth are opposite the pole teeth shown shaded ; the magnetic 
flux will therefore cross from stator to rotor by these teeth. As the 
rotor teeth pass to the spaces between the stator teeth the magnetic 
flux decreases owing to the increased reluctance of its circuit, 
to rise again when the rotor teeth are opposite the unshaded pole 
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teeth. Thus there are two oyclea of iDduction in the armature 
winding correaponding to each pole on the machine ; at the Bame 
time the change of magnetic flux through each coil in the magne- 
tising winding ia not very great. This method haa the advantages 
of providing good space for both the windings, and of keeping the 
high frequency induction effects in the magnetising circuit ao smalt 
that they can be easily dealt with by choke coil reactances of 
moderate aize. High frequency alternators of 15 KW. output 
and 50,000 cycle frequency are at present being manufactured in 
France ; the number of teeth on the rotor differs from that on the 
stator, and the machine is of very straightforward design and does 
not require to be run at excessive speed. 

Other Companies have been content to construct inductor 
type alternators of moderately high frequency, such as 10,000 



cycles per second, and step-up the frequency by frequency raisers. 
This has been the method used by the Telefunken Company for 
some years. High frequency machines are moat suitably coupled 
through high frequency transformers to the aerial circuit, aa the 
adjustable coupling thus provided allows the load on the generator 
to be hxed at the most efficient value. 

Frequency Raisers. — Frequency changers have been designed 
by M. Joiy, A. M. Taylor, M. Plohl, and others ; those in commercial 
use at the present time are based on these original designs. If 
iron is magnetised by a direct current flowing through a coil the 
magnetising force is represented by H, and the resulting magnetic 
flux by B. If we plot a curve showing how the magnetisation 
varies with the magnetising force it will be as shown in Fig. 180 ; 
the upper flat portion of the curve corresponds to saturation, 
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whitre the fiux oeases to increase approoiably with increasing 
magnetising force. Suppose the core of a transformer is magne- 
tised with direct current so that the magnetic flux is at the value 
A on the curve, and that alternating currents flow in a separate 
winding on the core, the resulting magnetisation will be as shown 
dotted at a, b, c. It is seen that the alternating current sets up 
rectified pulses of the magnetic flux. The Telefunken Company 
make use of this effect by the arrangement due to Arco and Metsner ; 
this is shown in Fig. IWl. The two transformers T^ and T2 have 
their cores magnetised almost to saturation by direct current from 
battery B through the coils D ; the primary current from the 




SECONDARY TERMtNALS 
Fia. 181, 

alternator is led into the two primaries P which are wound oppositely 
to each other and may be connected in series or in parallel as 
ciremnstances require. The secondaries are connected in series as 
shown. When alternating current flows in the coils P the D,C. 
and A.C. will aid each other during one half cycle in one transformer 
but will act in opposition in the other transformer ; when aiding 
each other the magnetic flux does not rise as the iron is already 
near saturation, when in opposition the magnetic flux falls. The 
result in the two transformers and in the secondary is shown in 
Fig. im ; it is seen that the induction in the secondary is at double 
the frequency of the primary currents. The coils L and the 
condenser K help to tune the primary circuit to resonance, the 
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coil Li preveata high frequency currents from flowing in the battery 
circuit. 

If the secondaries are connected to assist instead of opposing 



~TTTT 

Tmrhrtv 




each other the resulting frequency would be three times the 
primary frequency. The secondary is coimected to a circuit 
tuned to the higher frequency, so that the latter is accentuated 




while the fundamental frequency is damped. Another arrange- 
ment, used in Japan by M. Kujirai, ia shown in Fig. 183. Trans- 
formers 1 and 3 have their cores magnetised nearly to saturation 
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by direct current from the battery B through coil L ; transformer 
2 is not polarised. 

Thethreeprimari«sareut series, or in parallel, but the secondary 
of 2 is connected in opposition to those of 1 and 8. The E.M.F.S 
induced in the secondaries of 1 and 3 are asymmetrically distorted 
owing to the saturation of the iron, the Fj.M.F. induced in the 
secondary of 2 is very peaked owing to the low flux density of the 
iron ; the result at the terminals of the complete secondary circuit 
is an E.M.F. of triple frequency, with a weak one at the fundamental 
or primary frequency. 

Fig. 184 shows the wave form of the E.M.F.S induced in each 




of the three secondary windings, and the resultant E.M.F. whuu 
the three are connected as described. 

A method of doubling the frequency by means of valve rectifiers 
is. shown in Fig. 185 ; the A.C. generator is connected through ths 
rectifiers to the primary of the transformer, or it may be to two 
independent primaries. During the positive half of a cycle the 
valve A allows current through but valve B does not ; the current 
through A gives a pulse of magnetisation to the iron core. During 
the negative half of a cycle current flows through B but not through 
A ; the current is now reversed but the coil is reversed therefore 
the direction of magnetisation is the same as before. In other 
words, we get rectified pulses of magnetisation and if the secondary 
is connected to a circuit tuned to twice the primary frequency 
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OBeillattons of current will flow in this eirctiit at the double freijuency 
as shown in Fig. 186. This arrangement, with a large condenser 




across the secondary, can also be used to obtain a steady positive 
potential on the plate of a valve as used in C.W. transnussion. 



Oscillation Generatiiig Hethods Compared. — An arc generator 
does not give a pure sinuosoidal current in the aerial, especially if 
the arc is a, large one, and the combination of arc and microphone 
gives an unstable control when compared with other arrangements, 
such as valve oscillators or high frequency alternators. 

A high frequency spark system is suitable for small power 
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plants and ranges up to 100 miles ; it has the advantage of simpli* 
city o£ circuits and uses an ordinary D.C. supply. But imless 
arrangements are made to time the spark frequency to the oscil- 
lation frequency hissing sounds will be heard in the receivers, and 
in any case with most spark systems the reception is not very 
clear. It is probable, therefore, that moderate range radio- 
telephony will be developed with valve transmitters. 

Long range radio-telephony will probably be developed with 
high frequency alternators ; considerable transmitting' energy 
will be required as radio-telephony ranges are short compared with 
those of C.W. telegraphy ; if valve transmitters were employed 
this would necessitate the use of a number of large valves in 
parallel. The renewal of these valves would be very costly. The 
high frequency generator of the future will be one which directly 
generates at the frequency required; without the necessity of tuned 
stepping-up circuits as in the Goldschmidt system, or frequency 
raisers ets in the present Telefunken system. Whilst these methods 
radiate energy at the frequency required they also radiate sufficient 
energy on harmonics to cause much interference with neighbouring 
stations. The increasing use of wireless communication will 
demand that stations, especially powerful ones, must radiate on 
an undamped and pure sinuosoidal wave. By building alter- 
nators with a different number of teeth on the stator to that on 
the rotor it will be possible to obtain high frequency currents with 
moderate rotor speed. Valves will be employed as adjuncts to 
these generators in that they will be used to amphfy up the micro- 
phone control or speech currents before the latter are impressed 
on the oscillating transmitter circoit. 

Uicrophones and theii Connections. — An ordinary microphone 
consists of a fixed carbon disc at the back and a thin carbon disc 
in front, the latter being vibrated by the voice. The space between 
these is loosely filled by carbon granules; held in place by a felt 
washer whose orifice containing the granules is about 1 inch in 
diameter. When the front carbon diaphragm is vibrated by the 
voice the consequent movement of the carbon granules behmd it 
changes the resistance of the carbon path, hence changes the 
value of any current which may be flowing through the microphone. 
The microphone case should be ao designed that moisture and dust 
cannot enter ; it must be handled carefully as the front carbon 
diaphragm is thin and very liable to crack. 

Ordinary microphones may be made with average resistances 
of 10 to 100 ohms, and they are capable of dealing with currents of 
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O'l to about 0-5 ampere. As far as radio-telephony is concerned 
the two great troubles experienced with microphones are packing 
and burning of the granules. Packing can be avoided to some 
extent by selecting the granules so that they are of uniform size 
and preferably sharp-oomered ; also by using the microphone in 
a vertical position. Granules of osmium and platinum alloys 
have been tried but the change of resistance for a slight displace- 
ment is not so great as when carbon is used. Burning of the 
granules is due to current overload which may weld some of 
the granules together. ■ Dubjher used microphones in which both 
the back and the front plates wore vibrated by the voice. 

We have seen that for small radio transmitters the microphone 
may conveniently be connected into the aerial circuit near the 
earth connection ; the aerial current will then pass through it, 
and'speaking into the microphone will vary the resistance of the 
aerial, thus modulating the amplitude of the oscillations and of the 
radiated energy. The beat effect will be obtained if the largest 
speech vibration varies the amplitude of the oscillations from 
their maximum value to zero. This is hardly likely to be attained 
with the resistance changes of one microphone, so that a number of 
microphones up to six or e^t may be used in series to get a good 
pulsation. The microphones are all connected by aymmetrieal 
tubes to one speaking horn, so that the voice effect will be equal 
on them all. This employment of microphones in series ensures 
that most of the oscillating energy will bo modulated by the speech. 
Unfortunately, however, the extra microphone resistance hi the 
aerial reduces the oscillating energy for a given primary input, 
so that the two effects may neutralise each other as regards 



Since an ordinary single miorophtme, and microphones in 
series, are only suitable for use with small aerial currents some 
modification is necessary when larger transmitting energy is used. 
The microphone may then be water-cooled at the back, microphones 
in parallel may be employed, the microphone currents may be 
used to operate a relay, or special heavy-current microphones may 
be employed. These methods maj' be shortly considered, though 
the modem one of using an ordinary microphone through a valve 
amplifier control has replaced them all. 

The difficulty of using two or more microphones in parallel 
arises from the fact that the voice may not act equally on them 
all, one microphone may then carry more of the current than the 
othera, and thus may bum or otherwise deteriorate. 
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K. Goldechmidt got over this difficulty by the simple arrange- 
ment shown in Fig. 187 ; the microphones, each in series with a 
coil, aie connected in parallel, bat the coils, Li and Lg, are woond 
oppt^itely on an iron core. When the currents through the two 
microphones and coils are equal there will be no induction in the 
core ; if the current in one microphone tends to be greater than 
^ that in the other the out of 
balance current circulates in the 
circuit MjMjLiLi, and is choked 
down by the inductance effect of 
the cote and the coils L|, Lj. 
Dr. Seibt (Lorenz Co.) stated 

, _, , that for maximum efficiency ot 

t U ffl 1 i'fffti p — ' signalling the microphone, of 

, t_| , I n microphone combination con- 

nected in series with the aerial, 
should have a resistance equal to 
that of the aerial circuit before 
the microphone is inserted, this 
including ohmic, radiation, and 
eddy current aerial resistance. 

Fesaenden in 1 906 used a micro* 
phone to operate a relay which 
could deal with large currents and thus obtained 15 times amplifi- 
cation of the microphone currents. He also used a condenser 
microphone in which the speech varied the distance between a 
diaphragm and a fixed plate ; this gave a variable capacity effect 
and, when connected across a portion of the aerial tuning circuity 
transmitted signals by detuning. 

Kcrophouic and Magnetic Rell^.— To control still larger cur- 
rents in the aerial circuit special microphones have been designed 
from time to time. In 1912 Prof. Vanni was able to signal with 12 
amperes in the aerial from Rome to Tripoli, a distance of 1000 
kilometres, using a special form of liquid microphone relay. This 
apparatus is shown in Fig. 188. The microphone currents from 
M acted through a transformer T to an electromagnet E ; this 
vibrated a diaphragm D to which was attached a light lever 
action L, L. The motion of the lever vibrates an electrode plate 
X, opposite which is another plate Y arranged as shown. A centri- 
fugal pump P kept up a constant flow of dilute acid which fell as 
a fine jet from the nozzle N on the plate X, was deflected on to 
the plate Y, and passed back to the pump. The vibrations of X, 
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duo to apeech in the microphone, changed the cross-section and 
shape o£ the jet as it flowed between X and Y, thus changing the 
resistance of the aerial circuit of which the jet formed a part. 

Another form of heavy current microphone relay was invented 
by J. B. Maizi of Italy. In this the carbon, in the form of fine 
powder, passes between fixed electrodes bo that the carbon cannot 
pack, and is replaced before it has time to get hot. A diagrsmmatii: 
view of the Marzi apparatus is given in Fig. 189. The microphone 
currents act through a transformer T on a polarised relay B. 
The tongue of this relay is attached by a lever arm to a platinum 




electrode pi, which is close to another electrode of platinum j). 
Finely powdered carbon falls from the vessel V between these 
electrodes and finally reaches the lower vessel V]. The speech 
vibrations in the microphone M cause the electrode pi to vibrate 
and thus change the value of the carbon resistance between it and 
f. The carbon powder flowing in a continual stream does not 
get hot and can be periodically renewed in V from Vi- The 
■ electrodes -p and pi can be portions of two coaxial cones instead 
of spherical as shown. 

This Marzi microphonic relay was used by R, Goldschmidt in 
Match, 1914, when he communicated by radio-telephony from 
Laeken, near Brussels,' to the Eiffel Tower in Paris. 
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I)r, Kiihii of the Telefunken Company haa amplified the 
microphone current control by making use of the fact that tlio 
permeahility of iron changes with the magnetising force. Suppose 
an iron core transformer is used to step-up the voltage and change 
the value of a high frequency current ; with constant current in 
the primary the induction in the secondary will depend on the 
permeability of the iron. If a variable direct current, such as 
that of a microphone circuit, is passed through an independent 
coil on the transformer it will vary the core flux, and therefore 
vary the permeability. This fact is the foundation on which the 
design of magnetic control relays is based. Induction at the radio 



I 







frequency will occur in the direct current coil on the transformer, 
and special precautions must be taken to prevent the passage of 
high frequency currents through the microphone system. 

Special circuits, of large' reactance to high frequency currents, 
must therefore be included in the leads connecting the microphone 
circuit to the direct current magnetising coil on the radio frequency 
transformer. 

In a system designed by Dr. Kiihn for the Teletunken Co. a 
high frequency alternator was used to generate the oscillations 
and the frequency was stepped up by transformers arranged as 
already shown in Fig, 181. 

Each of the two transformers was, however, equipped with 
a fourth coil ; these extra coils were connected in series and to a 
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microphone control circuit. The latter conaisted of a comhination 
of microphones in series and pfirallel, together with the necessary 
direct current unit. Special radio frequency choke effects were 
included in this circuit, also in the D.C. exciting circuit, as shown 
in Pig. 181. 

The microphonic currents in the extra transformer windings 
change the flux in the cores and, therefore, the permeabiUty of the 
iron ; working on a steep magnetisation curve the induction 
effect in the radio frequency secondary coils, duo to small pulses 
of magnetising force, varied up and down within wide limits. The 
secondaries were directly connected to the aerial circuit so that the 
microphone currents not only modulated the aerial current but 
by changing the secondary induction caused a certain amount of 
detuning effect as well. By this means 4 watts of microphone 
output can control several kilowatts of oscillating energy, and the 
method was used to carry on radio-telephonic communication 
between Nauen and Vienna. Speech was fairly clear and did not 
seem to be influenced by hysteresis effects in the iron. 

A somewhat similar method was developed by Alexanderson 
for the General Electric Company, U.S.A. The method requires 
very careful proportioning of the magnetising forces to obtain a 
stable control with a fairly steep characteristic. 

Valve Relays lor BBciophonic Control. — Two examples of 
speech current amplifioation before it is impressed on the oscil- 
lating circuit have already been given in Chapter XIII. ; it only 
remains to give a few typical examples of the use of various valve 
9 for this purpose. Fig. 190 shows a valve amplifier control, 

i to W. C. White and used by the General Electric Company/ 
U.S.A. The aerial oscillations are induced by a H.F. generator 
or by any ordinary arrangement of valve oscillator. It will be 
noted that the filament of the control valve V may be heated by 
alternating current as shown in the Figure. The plate of the 
control valve is not kept at a positive potential by means of a 
battery, but is tapped into a high potential point in the aerial 
circuit ; since the potential in the aerial is an oscillating one the 
plate will be positive only at positive halves of oscillations, and 
rectified pulses of current flow through the control valve. In an 
ordinary case the plate current through a valve, oscillating or other- 
wise, is drawn from a battery or other external source ; in this 
case it is current which would oscillate in the aerial if the control 
valve were not connected. In other words the plate current in 
the control valve represents pi*rt of the energy contributed by the 
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oscillation generator on the left of the Figure ; thus the current 
oscillating in the aerial can be varied by modulating the current 
taken from it by the valve, li is a battery for adjusting the grid 
potential to a snitable steady negative value, wluch potential is 
varied by the microphone currents acting through the transformer 
T. The condenser Ki across the grid battery provides a circuit of 
low impedance to the speech frequency currents in the grid circnit. 
Owing to the capacity effect between the plate and grid in the 
. valve itself the positive oscillating potentials on the plate will tend 
to cause positive oscillating potentials of the grid. These would 
interfere with poaitive puls^ of speech currents ; to avoid them 




the grid and filament are shorted by the tuned circuit LK, which 
is in resonance with the radio frequency and thus damps oat any 
tendency for oscillating differences of potential to be set up at that 
frequency between grid and filament. 

The G. E. Co. use their pliodynatron valve for radio-telephony 
transmission, employing a simple circuit as shown in Fig. 191. 

The oscillations generated in the circuit LK are controlled 
by the potentials induced in the grid-filament circuit, the latter 
having values determined by the microphonic currents acting 
through the transformer T. The normal grid potential is suitably 
adjusted by a battery or potentiometer at E, shunted by an audio 
frequency low impedance condenser path Kj. 
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In tho circuit o£ Fig. 190 it was noted that the plate of the 
valve was at positive potential only during positive halves of the 
aerial oscillations ; in order to make use of both halves of an 
oscillation, and to get greater plate potential effects, the G. E. Co. 




have employed a radio frequency step-up transformer coupling 
between the aerial and plate circuit of a valve with two plates. 
The connections are shown in Fig. 192 ; a little consideration will 




show that the plates fx and f^ of the valve come alternately into 
action, one on the positive half of an oscillation — the other on the 
negative half. A saffieient value of effective plate potential is 
obtained by the atep-up ratio of Lj to Lj. The radio frequency 
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damping circuit from grid to filament has been omitted from the ■ 
Figure for the sake of clearness. 

The G.E. Co. have elaborated this method of control by using 
valves in parallel, so arranged that the amount of energy they can 
control will be proportional to the square of the number of valves. 
Briefly this is accomplished by having the control valves under 
load during only half the time of signalling, so that the energy 
which may be passed through them without overheating is 
doubled. With two such valves in parallel the energy handled 
will thus be quadrupled. 
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The scheme of connections is shown in Fig. 193 ; in this the 
valve circuits are so arranged that the second valve does not 
come into action until the first valve is carrying its maximum 
current, and so on through the succeeding valves. 

It is seen that valves with two plates are employed as in the 
previous case, and they derive their plate potential through a radio 
frequency transformer T in the generator circuit, the centre of the 
secondary winding being connected to the filaments. Each plate 
circuit has a resistance E. in series with it, the function of this 
being to limit the amount of control current which can flow to each 
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plate. The value of It is chosen so that at a maximum allowed 

rise of grid potential the plate resistance in the valve becomes 

neghgible compared to B, hence the maximum plate current is ^i 

where V is the potential difference between the plate and filament. 
When this maximum is attained most of the energy is being 
absorbed in B aincethe resistance of the valve is nowsmall compared 
to B, The grids are interconnected through resistances ri, and the 
filaments are tapped to battery B in such a manner that the 
second grid is more negative than the first, and so on for the third 
and fourth. 

When the microphone is spoken into the control currents flow 
in the first valve but not in the others since their grids are more 




negative ; when the control current in the first valve has reached 

V 
the value ^ it cannot rise any farther and current begins to flow 

in the second valve plate circuit. At the same time -the resistance 
of the first valve between plate and filament is very small compared 
to E, hence, most of the control energy is in K and not in the valve. 
This action is repeated through the various valves. In other 
words, by connecting suitable resistances in series with the plates 
larger control energies can be handled by the valves, since a con- 
siderable amount of it will act in the resistances. The condensers 
shunted across the resistances are in series with the plates, hence 
reduce the plate grid capacity effect and cut down high frequency 
currents in the vaJves. 
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The Western Electric Company, U.S.A., employ a valve with 
two grids as a control amphfier for small radio-telephony trans- 
mitters ; this valve ia not a pliodynatron. As shown in Fig. 
194, the generated oscillations are induced into the ordinary grid 
circuit of the control valve, V, through the coupling L and Li ; 
this induces oscillations in the plate cucuit current which are 
transferred to the aerial circuit by an inductive coupling. The 
microphone currents act through a transformer, T, on an auxiliary 
grid circuit and thus modulate the plate circuit oscillations. This 
method is preferable to the simpler one of impressing the micro- 
phone control on the main grid circuit of the valve ; in the latter 
case the range of grid potential control which will allow the plate 



Fro. 196. 

current to oscillate over the full range, from zero value to saturation 
without distortion and without becoming unstable, is very small. 

Breaking In.— The problem of designing arrangements so that 
a conversation in radio-telephony can be carried on freely Js a 
very difficult one. Ordinarily this cannot be done without changing 
over from transmission to reception, and vice-versd ; this is a 
great inconvenience, and it ia desirable that the two communicating 
people can break into each other's conversation, or give answers, 
as readily as in ordinary line telephony. A method of breaking 
in has been patented by the General Electric Company, U.S.A., 
and a simphfied diagram of the arrangement is given in Fig. 195. 

The aerial circuit is connected to the transmitter or receiver 
through the rocking blade S of the relay 4 ; suppose this is on the 
reception contact as shown, and that the person hstenmg in speaks 
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into the microphone ; the microphone currentB are pasaed to 
transformer Ti and amplified in the valve Vj, passed through 
transformer Tj and amplified again in valve V2. I'he plate current 
of V2 flows through the coil of relay 1 and is sufficient to close- 
the blade contact, which completes the eircoit of batteryB through 
the relay 2 ; this relay closes the circuit of battery Bj throu^ 
the relay coils 3 and 4 in parallel. Eelay 8 starts the generating 
valve V3 by closing its grid circuit ; relay 4 closes the aerial circuit 
to the transmitter coupling. 

It is apparent that this system requires very delicate adjust* 
ment, but it may serve as a foundation on which future develop- 
ments can be devised. 

From the preceding descriptions it may be gathered that 
valve control in radio-telephony possesses several great advantages 
over systems which preceded it. In the first place an ordinary 
" microphone may be used, and it will be connected in a circuit in 
which the currents never exceed those for which the microphone 
was designed. This immediately opens up the possibility of 
connecting ordinary telephone lines to the radio transmitter, so 
that any one in a large city can speak from his office through the _ 
land lines to the radio transmitter and thence across the range of 
radio signalling. "Secondly, the valve amphfier is a stable control 
without lag effects. Thirdly, it acts generally on the oscillation 
amplitude and not by detuning, which is a great advantage as 
detuning methods are Uable to cause much interference, especially 
in view of the future expansion of wireless activity. Lastly, the 
valve control can easily be adjusted to obtain the most efficient 
modulation of aerial current amplitude. 

It is apparent that for long distance radio-telephony the gene- 
rating unit will be a high frequency alternator and the controlling 
unit a bank of valves or valve systems. Short and medium 
ranges will have valve generators, but the renewals expense will 
prohibit their use, as such, in high power stations. 

Thus when radio communication by valves alone was estab- 
lished between Arlington and the Eiffel Tower, some three or 
four hundred valves were required in parallel to give the necessary 
power, apart from the banks of amplifying valves, and of contro. 
valves between the microphone and the power units. 

Fig. 196 shows a small Gen. Elec. Co.-White radio-telephony 
transmitter which can be started up by simply plugging it to 
a D.C. supply. It is seen that the filaments are heated from 
the supply in series with a resistance E ; the microphone circuit 
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draws current from the supply through a potentiometer, P, con- 
nected across the latter, whikt the plate circuits of the two valves 
inclnde the total supply voltage. A portion of the microphone 




potentiometer may conveniently be lamps as shown. The valve 
V| is an amphlier for the microphonic currents, the valve Vj is 
the oscillator, its plate and grid circuits being coupled tbrongb 
the aerial circuit. 



QUESTIONS ON CHAPTER XV. 



1. In radio-telephony tranBmisaion what are the dieadvantagea of having the 
microphone in the aerial o'jcuit? 

2. What are the likely diBadvuntBges of a ByBtem of radio -telephony transmia- 
sion which employs a high frequeacy epark in the oecillatiug circuit t 

3. Draw a diagram of a microphone control arrangement for radio -telephony 
transmission employing valve amplilication of the microphone currents. 

i. In radio-telephony transmission what are the possible disadvantages of 
uaing a comparatively low frequency alternator and stepping up the frequency 
through transformera ! 

5. The speech received from a radio -telephony 
or dnimmy, {b) tinny. In each case what are the n 

6, In a small radio -telephony transmitter why 
modulate tlie oscillations by havins the microphum 
the grid circuit of the oscillating valve t 



may be (a) blurred 
for the distortion ? 
not vciy practicable to 
ci'ttd into or coupled to 
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CHAPTER XVI 

EARTH CURRENT SIGNALLING 

Early Attempts. — The first recorded experimentg o£ electric 
signalling by conduotion methods without wires were those of 
Morse, who signalled across a canal 80 ft. wide in 1846, and later 
established communication across the Susquehanna Biver over 
a distance of nearly a mile. The arrangements he used are shown 
in Fig. 197 ; the transmitter consisted simply of a battery connected 
by long cables to two copper plates, Ct and C2, immersed in the 
water ; the receiver was a galvanometer G similarly connected to 




two immersed copper plates, C3 and C4. When the bey was 
depressed the current flow was as shown by the arrows. 

It is interesting to note that Morse considered the best effects 
were obtained when the length of the wire base along each 
shore should be three times the range from shore to shore ; under 
present-day conditions the ratio of base to range is far different. 

In 1882 Graham Bell adopted a suggestion made by Professor 
Trowbridge of Harvard University ; this was to employ an 
VOL, II. 305 X 
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interrupted current at the transmitter and a telephone ear-piece 
at the receiver. His transmitter consisted of a battery of six 
Leclanch6 cells with an interrupter, and a 100 ft, base of insulated 
wire connected to the metal plates immersed in the river ; the 
receiver base was also 100 feet between the immersed plates, and 
the greatest range recorded was one and a quarter miles through 
the water. 

In the same year, 1882, an arrangement was patented by Prof. 
Dolbear in the United States by means of which speech commoui- 
cation was established over a range of more than half-a-mile. 
Dolbear's method is illustrated in Fig. 198. The transmitter 




*'NHfi' 



<5) 



consisted of a microphone M, battery B, and induction coil PS. 
One end of the secondary of the induction coil was earthed, the 
other end was connected to a condenser K^. Eeception was made 
on a telephone receiver £ connected at one terminal to earth, 
at the other to a condenser K^, which was connectedin series with a 
battery to a second condenser K3 for reasons which are not evident. 
Speaking into the microphone M caused pulses of potential to be 
induced in the secondary coil S, and therefore in the ground at A. 
In consequence earth currents flowed, producing similar pulses of 
potential at B ^o that the speech was reproduced in the receiver 
R. Instead of the microphone Dolbear wrote also of using an 
interrupter and a Morse key in the primary, in other words an 
ordinary spark induction .coil ; no doubt with a large spark 
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induction coil, and a larger battery than could be used -with a micro- 
phone, greater ranges could have been recorded. 

Dolbear'3 method is interesting as it was a near approach to 
ether wave signalling, or wireless telegraphy, since the condensers 
Ki and K2 might consist of elevated wires or plates, but it will be 
seen that no attempt was made to generate and use high fre- 
quency oscillations. It was left to Hertz to demonstrate, in 
1888, the possibilities of high frequency oscillations, of which 
Marconi soon developed the commercial advantages as a means of 



Sir Wm. Preece, as Engineer-in-Chief to the British Post Office, 
carried on experiments in signalling by earth and water conduction 
for many years, using at the transmitter an alternating or inter- 
rupted current, and an ordinary telephone receiver in the reception 
circuit. 

In 1898 he was able to estabhsh a regular service over the , 
3-3 miles between Lavemoek Point and Flatholm in the Bristol 
Channel. It is interesting to note that Preece supported 
his base lines on telegraph poles, at least in some of his experi- 
ments. 

This range was disappointingly small for the amount of energy 
used, but the elements of the problem were at least understood ; 
the apparatus and arrangements employed were paving the way 
for the subsequent welcome given to high frequency or ether 
wave methods, so that when Marconi arrived in England in 1896 
Preece was at once interested in his work and gave him every 
encouragement . 

The long ranges which were rapidly developed by ether wave 
methods stopped all serious experimental work on the methods 
of earth conduction, and it was only the necessities of modem 
warfare, in which ordinary lines and wireless aerials cannot be 
maintained under shell-fire, which re-opened the field for the 
immediate forerunner of ether wave signalling. Abo the develop- 
ment of valve amplifiers has made it possible to attain ranges 
and results by earth current signalling which would have been quite 
unattainable before the war. 

During the war valve relays, or amphfiers, have had two main 
applications when used for reception on earth bases ; one for 
purposes of signalling from one point to another by methods similar 
to those already described, the other for purposes of intercepting 
messages from neighbouring lines. Interception work again is 
divided under two headings : firat, the interception of messagea 
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sent on the enemy's lines ; second, the interception and checking 
of messages sent on our own. The first ia to gain information from 
the enemy, the second to see if our own lines are at all faulty, and 
ensure that they will be repaired before the enemy gains information 
from them. 

The initiation of earth signalling by the Allies during 
the course of the campaign was largely due to the work of the 
French Central Bureau de Telegraphie under €ol. Ferris, and this 
method has been called by themT.P.S. ( "Telegraphie par le sol"). 
Transmission was carried out by means of a specially designed 
spark induction coil, which is called a " Power buzzer" in the 
Service, though in some cases a hand-driven alternator has been 
■ A 2 or 3 valve IjOW Frequency Amplifier was used in the 



With a power buzzer of the " Parleur " type on a 10-volt 
. battery and a 100 yards earth base between the plates, in a fairly 
dry type of soil over chalk, good signals have been obtained over 
a range of 6 kilometres, the receiver being a 3-valve L.F. Amplifier 
connected to two earth plates 200 yards apart. When the 
secondary of the Parleur delivers about 0-2 ampere into an earth 
base of 200 ohms resistance the primary will take about 2 
amperes at 10 volts, or 20 watts of primary energy. 

It is evident that the effect at the distant receiver is due either 
to the transmitter current spreading over the conducting surface 
soil, or to inductive effects causmg magnetic strains in the ether 
in the soil, or to a combination of both. Let us first consider the 
case for conduction as against induction. 

If the circuit of a battery or buzzer is completed by immersing 
two metal plates in a uniform conducting or semi-conducting 
medium, such as water, the current flowing from one plate to the 
other through the medium will spread oiit uniformly as shown 
dotted in Fig. 199, Considering any current path, such as ABD, 
there will be a uniform fall of potential in the medium from A to D , 
just as there is a uniform fall of potential in a uniform wire if a 
current flows along it. Thus there is a difference of potential 
between A and D ; similarly there is a smaller difference of 
potential between M and N, If we connect plates to the 
receiving apparatus and immerse them in the conducting medium 
at M and N, a current will flow through this receiving circuit. 
The strength of the current will depend on the difference of 
potential (V) between M and N. Now by Ohm's Law V = CR ; 
R is greater the greater the distance between M and N, bat C 
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is Je33 since most of the current will take the shorter paths shown 
dotted between the plates. 

Along each path there is the same drop of potential, since 
each path represents a circuit and the same battery voltage is 
applied to all the circuits. Thus 
corresponding to the point A on 
the path ABD, there are points 
E, 1', (i, etc., on other current 
paths which have the same poten- 
tial as A ; if all these points are 
joined they will be found to lie 
on a circle whose centre is on the 
prolongation of the imaginary line 
connecting the immersed trans- 
mitter plates. -This is called an 
equipotential circle, and any num- 
ber of these can be drawn con- 
nectmg points in the medium at 
equal potentials. 

When the plates are bnried or 
sunk in the ground these theoretical 
considerations can only be applied 
if the ground surface, and the 
substrata, are considered to be uniform ui composition, and 
therefore in resistance. If this is assumed then the current paths 
are arcs of circles on the transmitting base as a common chord ; 
equipotential points lie on circles the centres of which are in line 
with the transmitter base, and the circles which represent long 
ranges pass approximately through the centre of the base. (See 
Pig. 200.) 

The equipotential curde which passes exactly through the 
centre of the base has an infinite radius, i.e. it is a line at right 
angles to the base. 

It a receiving base is to be submitted to the greatest possible 
difference of potential its ends should he on two equipotential 
circles which differ in potential as much as possible. For example, 
in Fig. 200 a receiving base placed at ab, or CD, or ef, would 
experience no difference of potential and theoretically would 
receive no signals. Thus the receiving base should be a normal 
to the equipotential circle on which the centre of the base lies ; 
i.e. it should be in ime with the radius of the circle passing 
through the centre of the receiving base. In Fig. 200 the base 
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mn is in snch a position, its centre being on the equipotential 
circle A. 

It ia seen that the line joining the centres of the receiving and 
transmitting bases should be itsell the base of an isosceles triangle, 
whose apex is the centre of the equipotential circle passing approxi- 
mately through the centres of both bases. 

If the receiver base is placed parallel to the tr^smitter base, 
as at OP, the base angles of the triangle are each 90° and the 
apex is at infinite distance. 

It ia theoretically possible to receive signals when the receiving 




base is in line with the transmitting base, as at QE. In this 
direction the equipotential circles are far apart, therefore for such 
a ease the receiving base would have to be very long, and one 
end of it fairly close to the near end of the transmitter base. 

Now let us consider the arguments which prove it to be scarcely 
possible that the effects at the distant receiver are not explained 
by this simple conduction theory, and that they are probably 
due to induction. 

(a) Referring to Fig. 199 it will be seen that the current 
spreads out on both sides of the transmitter base, therefore only 
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one half of the cmrent put into the earth is operative towards one 
side. Taking the example given earlier in the Chapter it is incon- 
ceivable that 100 milliamperes, from a 100 yards base, will spread 
sufficiently over 5 kilometres of dry sarface soil to g^ve refidable 
signals, at that range, by tapping two points in the current path. 
In fact it can bo proved theoretically that the potential difference 
between the two points 200 yards apart, at a range of 5 kilometres, 
would not be sufficient to give readable signals if calculated on the 
conduction theory alone. 

(b) A great part of the drop of potential between the transmitter 
earth plates will occur at the contacts between the plates and the 
soil, where the current density ie greatest, therefore the difference 
of potential of two points even 200 yards apart on a current path 
5 kilometres away must necessarily be very small. It will be shown 
later that the earth resistance between the transmitter plates 
greatly depends on their area of surface. 

(c) Alternating or pulaing currents give better effects than 
direct current. Experiments have been carried out which were 
based on the hope that signals could be transmitted by simply 
using a key and a direct current battery ; these were connected 
in series with a tikker arrangement, to make the current inter- 
mittent and give a musical note at the receiver. The range 
obtained with this method was much inferior to that given when 
the same amount of primary energy was passed to earth through 
a buzzer transformer of the Parleur or other similar type. Now 
it is probable that alternating currents do not spread as far through 
the earth from the transmitter base as direct currents,, therefore 
they do not give as great a difference of potential at the receiver 
base plates if calculated on the conduction theory. 

(d) It is possible to receive signals when the receivmg instru- 
ment is connected to a complete and insulated loop of wire laid 
on the ground instead of two earthed plates ; conduction carmot 
enter into this case where the effect must be wholly inductive. 
True the range obtained by usii^ a loop at the receiver is never aa 
great as when an earth base is employed, but the difference between 
an insulated loop and an earth base can be easily explained on the 
inductive theory, as in a succeeding paragraph. 

(e) It is possible to connect an earth base and a loop in series 
to the receiver and make the connections so that the effects of 
the base and loop are in opposition when the signals are almost 
entirely extinguished. In the loop the potential is out of phase 
with the current by 90°, whereas m the base the potential would 
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bo in phase with the current i£ we considered only the effect of 
conduction. Thus a direct opposition of effects can only be 
explained by inductive action in both loop and base. 

Now let OS consider how the transmission of signals from one 
earth base to another can be explained as an induction effect. 
In a succeeding paragraph it will be shown that the best ranges 
are obtained over a comparatively thin layer of surface soil lying 
on a substrata of bad conductivity — such ea chalk ; in this 
case the current spreads over the surface and does not penetrate 
to any great depth. Referring to Fig. 201 the induction coil, its 
leads and earth plates, and a current path such as ABP, may be 
considered as a closed loop of 
current around which the ether is 
magnetically strained. The re- 
ceiver, its leads and earth plates, 
together with a band of earth 
surface which embraces the cur- 
rent path ABD may be considered 
as another closed conducting path 
or loop. 

When the current alternates 
or pulsates in the transmitter 
loop the change of magnetic field, 
interlinking with the receiver 
loop, sets up potential effects in 
the latter by mutual induction. 
The receiver and transmitter 
closed circuits are coupled to each 
other by the earth siiriace which 
ia common to both. Signals 
iss the receiver is so far away that 
the magnetic strains round the outermost transmitter path of 
appreciable current do not induce potentials in the earth suffi- 
ciently near the receiver, or unless the resistance of the earth band 
between to the receiver earth plates is so great that the resulting 
currents are inappreciable. 

The fact that the earth surface in this case is common to 
both the receiver and transmitter circuits, giving them a mutual 
induction coupling, explains why greater ranges can be obtained 
than when the receiver is connected to a loop of insulated wire ; 
in the latter case the embrace of the wire loop is restricted by the 
convenient length of wire that may be used. If this were too gr^at 




will therefore be received. 
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it would be more convenient to have an ordinary wired-up 

Bystem. 

It 13 therefore very probable that in earth current signalling 
ether strains provide the method of propagation, as in the case of 
ordinary wireless telegraphy through the atmosphere ; in earth 
current signalling energy is induced by the changing values of one 
kind of ether strain, in wireless telegraphy energy ia radiated in 
the form of changing values of two kinds of ether strain acting at 
right angles to each other. 

It is not possible to use high frequency currents and radiate 
energy through the earth, as it is radiated through the air in wireless 
telegraphy ; the reasons for this have been dealt with in Volume I. 

Transmitters for Earth Cmrent Sigiutlling.— The transmitter 
may consist of a special form of spark coil or power buzzer, 



or it may be an alternator whose frequency is from 600 to 1000. 
One of the best known power buzzers is that which was used by 
the French Military Service during the war and called the 
Parieur. 

It is a spark induction coil of special design, the theoretical 
diagram of its connections heiug as shown in Fig. 202. The primary 
is excited from a battery of 10 to 20 volts, and the secondary ia 
attached through a hot-wire ammeter, A, to the earth plates or pins 
which are the extremities of the transmitting base. The make 
and break is sliunted by two condensers, of 2 mtds. each, in parallel 
— a total of 4 mfds. 

In order to obtain pulses of current at such a high frequency 
as 800 per second, and that this frequency will be kept constant 
without sticking of the vibrating interrupter, the Parieur, or other 
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power buzzer, must differ in design from ordinary spark iuduotion 
coils. 

The Parleur is shown iD Fig. 203, and consists of a laminated 
iron core M on one leg of which the primary and secondary coils 
are wound, one over the other as shown. A laminated armature 
A nearly closes the gap between the poles of the core, the air space 
being not more than 0'25 nun. The armature is bolted to a strong 
steel blade B, to which is also attached a thin steel blade S| carrying 
at its extremity one platinum contact of the interrupter P. The 



upper contact of the interrupter is carried on a brass arm B. A 
thumb screw T, carried on an upper brass arm, is used to adjust 
the Contacts and vary the duration of interruption of the current ; 
therefore, to some extent it can vary the frequency and resulting 
note. Brass weights can be dovetailed on to the steel arm B, as 
at W, 30 as to vary its period of vibration, and consequently vary 
the frequency and note within wide limits. The elasticity of the 
comparatively heavy steel arm S, is such that the resulting frequency 
is practically independent of disturbing forces, especially that of 
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the thin spring arm S^, which varies with the tension put on it by 
the adjusting screw. This stiffness of the vibrating arm S explains 
why a nearly closed magnetic circuit is adopted. At first sight it 
might appear difficult to use such a small interrupting gap for 
■ currents ol 6 amperes or over without sparking ; however, it must 
not be forgotten that the interruptions take place at a very rapid 
rate, and that a condenser of 4 mf ds. can deal with currents higher 
than those Hkely to be employed. 

The ratio of transformation of the Parleur is about 1 : 15 ; on 
10 volts the primary takes about 2 amperes when the secondary 
is delivering 0-2 ampere to an earth base of 200 ohms resistance. 
As the resistance of the earth base decreases the current delivered to 
it by the secondary increases, and the input current to the primary 
increases ; at the same time the efficiency decreases. The efficiency 
on a 150-ohm earth base is about 67 per cent. It the secondary is 
on an earth base of fairly low resistance, such as 50 ohms, and it is 
desired to put more energy into the transmitter the voltage applied 
to the primary may be raised to 15 or 20 volts ; it will then be 
necessary to connect about J ohm of resistance in series with the 
primary to avoid sparking at the contacts. On a high resistance 
earth base this extra resistance is not necessary. 

Larger Parleurs have been made to handle 60 watts of 
primary energy, and have an efficiency of 55 per cent, on an 
earth base resistance of 100 ohms. 

A small buzzer made by Messrs. S. G. Brown, London, is shown 
diagrammatically in Fig. 204 ; it can be made up in a case measuring 
5 ins. X 3 ins. X 8 ins. including the key, and its note is very 
high and distinctive. 

It will be noted that in this design of buzzer there is only one 
winding on the iron core, the earth current being due to the high 
voltage induced at the break of the interrupter which causes a 
discharge through the condenser and earth base. 

A small buzzer of this design was connected to a 100-yards 
earth base, the earth being dry over chalk, and the base having a 
resistance of 488 ohms. The primary current was 0-095 ampere 
from the 30-volt battery and the earth base current was 85 milli- 
amperes ; a three-valve L.P, Amphfier was used for reception on an 
earth base 100 yards long. Signals were easily readable over 2000 
yards, and were still readable though faint at 8000 yards. 

During the war the German Army employed an instrument 
made by the Deutsche Telephonwerke, Berlin ; it was a special 
form of buzzer with oscillating armature, bo that an alternating 
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voltage is induced in the secondary winding, and not a pulsating 



E 



I'lO. 204. 
! in ordinary spark coils. The connections of this coil 



are shown in I^'ig. 205 ; it will be seen that the iron core is wound 
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with two sets of primary coils, Pj and Pj, and the armature A is 
magnetised by a current from the battery flowing in'a coil B which 
is connected in parallel with the primary coils. The armature has 
a fixed polarity while that of the core is reversed according as the 
lever arm (L) attached to the armature closes the contact through 
the primary at X or at Y. Thus the magnetism of the core is not 
simply established and then wiped out ; it reverses with each 
reversal of the prinaary current, therefore an alternating, voltage 
is induced in the secondary winding. 

The secondary winding is wound over the primary on both 
limbs of the core and has four tappings on it ; an ammeter is 
connected in series with it and the earth base. 




The tappings are provided on the secondary coil so that 
a suitable value of the induction in it may be chosen according 
to the earth resistance of the locality in which the instrument 
is used. 

The actual transmitting connections of this instrument are 
shown diagrammatically in Pig. 206 ; it is seen that when the key 
is open the primary cuouit is still completed through a resistance 
of 10 ohms which keeps the armature' oscillating on a reduced 
current of about 3 amperes. On closing the key the resistance 
is shorted and the normal working current flows ; this will be 
about 9 to 12 amperes, according to the resistance of the earth 
base to which the secondary is delivering energy. The key ia 
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hinged, and when closed up out of- action it breaks the primary 
circuit completely. 

On test over a range ot 4700 metres signals of strength E. 7 
were received on a 3-valve amplifier from this power buzzer. 
The bases were parallel, that of the power buzzer being 150 yards 
long whilst the amplifier base was 1 50 yards long, Sin^e bayonet 
earths were used at each contact, and under the same conditions 
the signals from a Parleur were of strength E. 5. The note of this 
German buzzer is very clear and can probably be read more easily 
through jamming than that of the Farleur. 

Choice oi Freqoeney, — While alternating current gives longer 
range of signalling than direct current it does not follow that 
the range will increase with the frequency of the alienations. 
As pointed out in Volume I. a high frequency current does not 
penetrate to any great depth into the earth, and the penetration 
will be less the less the resistance of the soil. Experiments have 
proved that high frequency currents put into a transmitter base 
do not spread very far. Brylinski has shown that a current whose 
frequency is a million cycles per second will not penetrate much 
more than 6 metres into the earth, nor more than 1'5 metres into 
sea' water. It is not possible to radiate wave energy in the ether 
in the earth, since the energy of wave strain is quickly turned into 
current energy. If we come to consider alternating current of 
acoustic frequencies, which will give a note in the receiver tele- 
phones, although we might expect that the induced E.M.F. in the 
receiver circuit would increase with the frequency, experiment has 
shown that the increase, if anything, is very small. The author 
has tested a buzzer, similar in design to the Brown buzzer previously 
described, with a note frequency of 2600 to 3000 per second. The 
buzzer took about 0'2 ampere on 30 volts and had an efficiency of 
about 77 per cent, on an earth base of 250 ohms resistance. When 
the transmitter and receiver earth bases were 100 and 200 yards 
long respectively the extreme range of signalling was only 20OO 
yards over favourable earth surface. 

An apparent advantage of a high-note buzzer is that the note 
is distinctive and can be read through interfering noises caused 
by atmospherics or leaky electric lines in the neighbourhood. 
For maximum range of signalling the frequency must not be too 
high, and the efficient value is really determined by conditions at 
the receiver end. That is to say, in practice, the range will generally 
be a maximum if the resulting note is that on which the telephone 
receivers are most sensitive, or the ear most sensitive, all other 
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conditions being equal. Both these considerations point to 
a frequency of 600 to 800 per second as hoing the moat efficient. 
It may be important to arrange Bo that the frequency can be varied, 
by adjustment at the interrupter of the buzzer, in order that the 
note of one buzzer can be read through the interference ot another. 

Effect of Geological Condittona.— The range of signalling will 
depend upon the nature and condition of the surface strata and 
of the substrata immediately underneath it. A good conducting 
soil is not tha best to signal through, whether viewed from the 
conduction or induction standpoint ; for example, a thick, damp, 
loamy soil will not give long ranges because its conductivity is 
so good that the current between the transmitter earth plates does 
not spread to any extent. 

In the author's experience the longest ranges were recorded 
over country where there were no fences nor intervening roads, 
and where the surface consisted of a light soil ot comparatively 
thin layer on a chalk substrata. Here the surface soil acted as 
a conducting plate of fairly high resistance over which the spread 
of the current between the transmitter plates was considerable ; 
the chalk, of very high resistance, acted as an insulator to prevent 
a great component of the current from penetrating downwards in- 
stead of outwards. Under such conditions ranges of 5 and 6 kilo- 
metres were quite usual between a 20-watt Parleur power buzzer 
and a 3-valve amplifier receiver. Not much difference was noted 
in the strength of the signals whether the soil was dry or moderately 
damp. When it was dry the current spread more, when it was 
damp the drop of potential at the earth plates was reduced, accom- 
panied by an increase of both earth current and primary energy. 

Screening Effects. — If a river of stream intervenes between 
the transmitter and receiver bases the range will probably be 
considerably reduced, as the water forms a good conducting path ; 
the current will not spread beyond it but will take the path of 
least resistance through the water, hence for inductive or conductive 
coupling the receiver and tnuismitter must be placed closer 
together. This is analogous to the distortion caused in the uniform 
field round a magnet when a piece of good conductivity iron is 
placed near and alongside it ; there will be no magnetic hues of 
strain in the ether beyond the iron. The same effect may be 
caused by iron or wire fencing on iron supports between the 
transmitter and receiver. 

An intervening railway, road, or street may also give serious 
screening effect, because they are generally made by cutting away 
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the eatth and, on the substr&ta, building them with stones or sand 
or other hard material of high resistance. The spreading current 
from the transmitter cannot cross this barrier bo that there Tvill 
be no inductive couphng if the receiver base is too far away. An 
intervening exposed outcrop of substrata such as hmestone or chalk 
may have the same effect. During the campaign in France great 
difficulty was experienced in signalling by earth currents in the 
Artoia country after the surface had been badly cut up by shell- 
fire. The surface soil was a hght layer over chalk and the shelling 
broke up this surface, mixing it with chalk or exposing the latter, 
so that the current could not spread over it on account of the high 
resistance. In the Ypres salient earth current signalling was a£o 
always very difficult, the reason in this case was that the surface 
strata is thick, always more or less damp, and lies on a substrata 
permeated with water. 

Length ol Earth Bases. — If the transmitting base is kept 
constant and the receiving base is increased in length from zero 
it is evident that the mutual induction coupling will increase up 
to a maximum ; beyond this further increase of the receiver baae 
will not increase the coupling, but will unnecessarily increase 
the resistance of the receiver loop. 

Similarly, if the receiver baae is kept constant in length while 
that of the transmitter is increased from zero the mutual induction 
will increase, but at the same time the transmitter current will 
diminish owing to the increasing resistance of the earth baae. For 
small ranges up to 2000 metres it is found that for a given strength 
of received signal the length of transmitter base multiplied by the 
base current should be a constant. For longer ranges it is difficult 
to find an approximate formula since ao many effects, such as 
conduction, induction, geological and screening conditions, enter 
into the results. One can only say that the shorter the transmitter 
base the more current required in it, and that great length of 
receiver base does not lead to efficiency or increased strength of 
signals. The length of the receiver base should theoretically 
increase as the range is increased. 

On a light soil over chalk the author has worked consistently 
over a range of 4 to 5 kilometres, using transmitter and receiver 
bases each 100 yards long, a 20-watt Parleur buzzer, and a 3-valve 
L.F. receiving Amplifier. The buzzer and the amplifier can be 
installed anywhere in the respective earth bases ; thus they may 
be connected near one earth plate so that there is only one long- 
earth lead away from each instrument. 
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Good signals have been obtained over 4000 yards with a 
buzzer base of 50 yards and a receiver base of 100 yards. Given a 
buzzer output of 20 watts nothing will be gained by making the 
receiver base more than 300 yards long. 

Earth Base Leads. — The cable connecting the earth plates to 
the transmitter should be of good cross-section and good conduc- 
tivity copper, for it is desirable to have as much potential drop aa 
possible in the earth and as httle as possible in the lea^s. Cable 
with a steel or iron wire strand is not suitable. The cable should 
be well insulated. I'or the receiver base finer wire may be used as 
the receiver currents are so small, but naturally this remark does 
not apply to two-way working. The earth leads may be buried 
provided they are well insulated and that the insulation will not 
deteriorate. 

Direction of Earth Bases.— If the reception of signals is 
considered as a conduction effect only it has been shown, in con- 
nection with Fig. 200, that the beat direction of bases is such that 
they make equal angles with the line joining their centres. Since, 
however, the inductive effect is probably more important than the 
conductive one, it is necessary to consider the problem from an 
inductive point of view. Let the line connecting the centres of 
the receiving base and the transmitting base make an angle d with 
the latter ; the direction of the resistant magnetic field at the 
receiving base wiU make an angle ifi with this line suoh that tan 
^ = i cot 8. The receiving base should- be placed at right angles to 
the resultant magnetic field, therefore it makes an angle 0' with the 
Ime joining the base centres such that tan ff == cot ^ = 2 tan 8. 

Therefore this condition gives the best direction of the bases. 
If the line joining the centres makes a right angle with the trans- 
mitter base then 8 is 90° and 9' should be also 90" ; in other words 
the bases should be parallel to each other. 

Earth Plates or Contacts. — Any clean metalhe conductor driven 
into the surface soil is suitable for connecting the transmitter 
and receiver to their respective earth bases. It must be remem- 
bered that the current which will flow into the earth, from the 
secondary of the power buzzer, depends not only on the resist- 
ance of the earth base but also on the resistance between the 
earth plates and the earth ; to keep this resistance low it is always 
advbable to use several contacts in parallel with each other rather 
than one contact at each end of the base, A low resistance between 
the earth plate and the earth reduces the serious drop of potential 
which occurs at this point. 
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Steel pins or bayonets make suitable earth contacts ; at least 
three ol these shoijd be connected together by copper wire and 
driven into the ground not less than 2 feet apart, the hne of pins 
or bayonets being at right angles to the earth base.' U the earth 
pins, or plates, in a group are not kept apart the current flow from 
one will interfere with that from the others, and so increase the 
effective r^istance. It follows that when an earth oonnection 
consista of a number of plates in parallel their proper distance 
apart will depend directly on the size of the plates, also on the 
amount of current flowing into the earth base. 

If circumstances permit it is advisable to select wet spots for 
the earths, and improve them by burying other earths, such as 
biscuit tins or copper plates. Watering the earth around the 
contacts with a solution of common salt will improve them greatly ; 
packing damp charcoal round the earth plates has also been found 
to improve the contacts. 

If bayonets or standard earth pins are not available suitable 
earth contacts can be made by burying : — 

(1) Biscuit or petrol tms with bare copper leads threaded 
through holes or soldered to the tins. 

(2) Shell cases with copper leads soldered on. 

(3) Earth pipes well watered. 

(4) Wire netting well covered up and trodden in. 

At the transmitter end it will not do to put both earths in the 
same wet ditch or stream ; if this were done the current would 
flow along the stream or wet ground, from one set of contacts to 
the other, without spreading. Thus; although the resistance is 
low and the current from the buzzer may be considerable, no 
current is spreading out towards the place where the receiver 
base is installed, hence no signals are received. 

If a wire fence, or a stream, is running in the direction 
from the transmitter to the receiver one of the terminals of 
the transmitter can be connected to it. If it is possible, 
at the same time, to connect one of the terminals of the 
receiver to the fence or stream, the range will be greatly 
increased. 

Experiments have been carried out to find the resistance 
between various types of earth contacts on an earth base 100 yards 
long. At the time the experiments were made the ground was 
damp and four inches of snow lay on it. The measurements of 
resistance were made by a Bridge megger and by a battery and 
milliammeter. 
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Bymeg^. 


Av™<e. 


(a) Ono bayonet in fairly damp ground 
(6) Two bayoneta 1 yard apart 

(c) Three Uyonete 1 yard apart 

(d) One earth mat buried 4 ina. deep in 

very damp ground. Size of mat, 
2i ft by 2 ft. 

(e) One 4-gal. petrol tin huricd in fairly 

(/) Aa in (e) but with very damp ground 
(g) One bayonet in ground much wetter 
than that used in (a) 


444 
260 

m 

89-7 
318 

aao 

4171 

444 460 
488) 


469 

204 
1S4 

347 

267 
4S5 

46S 460 
474 


466 
262 
187 

333 
246 
466 



It is essential that the two syatema of earth pins or pJatres used 
on a receiver base should he of the same material, otherwise 
they will form with the earth salts a galvanic cell and currents 
will flow through the receiver. If these were steady currents no 
sounds would be heard in the telephones, but it is more than likely 
that they will be intermittent or variable in value. 

Power Bozzei Efficiency. ^The ratio of the energy put into 
the power buzzer from the battery and the energy delivered by 
it to the earth measures its efficiency. Since interrupted currents 
are being dealt with they will be measured by hot-wire ammeters, 
connected in series in the battery and earth base circuits respec- 
tively. 

A well-designed power buzzer on an average earth base should 
have an efficiebcy of about 70 per cent., but the efficiency wiU 
depend upon the resistance of the eatth base. 

Alternators lot Use on Earth Bases. — A hand-driven alternator 
supplies the best alternative to the power buzzer, and one of the 
most successful for field work is the Dynaltema, type T.P.S., 
brought out by the French Mihtaiy Authorities, 

The revolving field consists of a single excitation coil wound 
on a solid iron core with 12 poles bent over to partly embrace the 
coil. This arrangement is similar to that in the old Morday alter- 
nator. The exciting current is provided through a commutator 
and brushes from four of the armature coils, the remaining ei^t. 
armature coils being connected in two seta of tour in parallel, so 
that when the machine is driven at aspeed of 5000 r.p.m. 100 volts 
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are indaoed at the tennmals on the open circuit, and at a speed of 
8000 r.p.m. the open eirauit voltage la 160 ; this is the mftTimnm 
safe speed of the machine. The driving from the handle is done 
through gearing with a ratio of 1 to 180. 

The.machiue may be short-circuited without risk of damaging 
it since the short-circuit current will only rise to about 5 amperes 
for all frequencies ; at this current its magnetic field is reduced 
to a minimum. 

The armature has a resistance of 0-6 ohm, the excitation coil 
on the rotating field a resistance of 3 to 8-5 ohms, while the four 
pole coils in series which provide the exciting current have a 
resistance of 3 to 8-5 ohms. 

A small board is supphed with the machine on which is mounted 
the manipulating keyand a smallreactanceshontwithfive tappings; 
these are marked Maximum, Strong, Medium, Average, and Feeble 




Pic. 207. 



respectively. This reactance shunt consists of a coil wound on an 
iron core, and is connected across the alternator terminals, so that 
a certain part of the alternator current flows through it, and being 
an inductive load there is na energy loss, as this current is 90° out 
of phase with the volts, 

For any given load (earth) resistance there will be a proper 
adjustment of this reactance shunt which will ensure maximum 
current going to the load, so that energy dehvered to the load is 
from 30 to 60 watts, depending on the load resistance. 

When open the manipulating key short-circuits the armature ; 
this causes almost complete leakage of the magnetic held which is 
cut down to a niiTilmnin since there is now Uttle induction in the 
fourcoils which provide the excitingcurrent, hence httle excitation. 

The connections are as^shown in^Fig. 207, whilst its power, 
current, and voltage curves are shown in Fig. 208. 
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When tested as a. power buzzer on a lOO-yards earth base to 
a S-valve amplifier on a similar base, good signals of strength 
B. 7-9 were received over a range o£ 4000 yards. The earth base 
resistance was about 300 ohms, and for this the best adjustment 
of the reactance shunt was found to be on the stud marked 
" Tres Fort " (Maximum). The emxent flowing to earth was 400 
to 450 milliamperes at a frequency of about 500, t,e, 50 turns o! 
the handle per minute. The note received is clear and high, 
bat a man can hardly maintain this speed on the handle for more 
than two minutes^at a time. 

The Germans also used generators, and one captured ' from 



Fia. 20s.; 

them in a dug-out during the Vimy Bidge Battle was driven by 
toot from a tandem bicycle gearing — the bioyele frame being 
supported on feet let into a concrete bed in the floor of the dug-out. 

The machine was designed for a frequency of 534 ; it was of 
the revolving pole type, the polo system being similar to that of 
the French hand generator as described above — but the German 
machine is a 16-pole one. The stationary armature consists of 16 
coils wound in slots in a laminated iron core, while the exciting 
current is- provided by a little D.C. machine, mounted on an 
extension of the shaft— this has two poles, one pair of brushes 
and a 20-part commutator. A field rheostat is mounted in the 
base of the machine, and the A.G. and D.C. terminals are in a 
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covered chamber on the base, from which annoored cable leads 
to plug connectom. 

To generate at a frequency of 584 the machine wotdd have to 
be driven at a speed of 4005 r.p.m., but on trial it was found 
difficult to maintain By a man pedalling at a greater speed than 
2500 r.p.m., at which speed the machine generates 80 volts on 
open circuit. The Bonneotions of this machine are shown in 
Fig. 209. 

It will be noted that terminals are provided on the D.C. exciter, 
80 that a Bupply of direct current can be obtained for externa) 



^TMMITU 




Fig. 20e. 

purpoBOS ; probably used for lamp signalling at 6 to 8 volts. 
The D.C. terminals would require to be shorted when the machine 
ia used to excite the alternator. 

Two 01 more Power Baczers Working to the same BecuTer.— 
If it is desired to have two or more power buzzers working to the 
same receiver several earth bases should be established in differ^it 
directions at the receiver, and a commutator employed to bring 
into use, at any time, the base which gives the strongest signals. 
This is diagrammatically shown in Fig. 210, where three power 
buzzers work back to a receiver B ; one terminal of the receiver 
is coimected to earth, the other is connected to a multiple 
switch so that any of the bases 1, 2, or 8 can be used at will, 
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Thus if F.B. 3 is transmitting it should be received strongest on 

base 3, which ia either roughly parallel to the baseof P. B. 3, orlollows 

the general rule that the transmitter and receiver bases should 

make equal angles with the lines joining their centrea. Owing 

to inequaUties and screening effects in the earth conditions distortion 

will probably occur, hence in this case it would be wise to put out 

in different directions 

more than three bases 

at the receiver, with a 

switch containing the 

necessary number of 

contacts ; the base on 

which the strongest , 

signals are received can 

then be lound by trial. 

Reception fiom 
Power Buzzer. — As 
pointed out at the be- 
ginning of the Chapter a 
pan: of telephone re- 
ceivers coimected to 
the receiver base can be 
employed for receiving 
the signals ; the range will then depend upon the delicacy of the 
receivers. Thus in an experiment, where a 10-volt Parleur on a 100- 
yards base was employed as a transmitter, and a pair of Brown 
receivers on a 100-yards base was used as a receiver, good readable 
signals were obtained over a range of 1000 yards. The earth 
contacts in each case were three bayonets connected to the instru- 
ments by copper cable ; the receivers were two 60-ohm Brown 
ear-pieces in series. The ground was light sand overstrata on 
chalk, and the day was very wet and stormy. 

Instead of putting the telephone receivers directly in the 
base they can be connected to it through one or more delicate 
relays in cascade ; this will increase the range of signalling. 

The Telefunken Company have for years employed microphonio 
relays in their wireless circuits which would be suitable for this 
class of work ; in principle they are not different from the Brown 
relay and the Kramer relay, so that a brief description of one of 
these will suffice. 

The Kramer relay, like the Brown and Telefunken, is one 
which can be made to respond strongly to a small range of 
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frequencies and be inBensitiye to other frequencies. It consists 
of a telephone receiver circuit, but the diaphragm is replaced by a 
fairly, thick steel reed of a definite pitch (between 700 and 800 
TibratiouB per second). The vibrations of this reed shakes micro- 
phonic contacts in a local circuit containing a battery and telephone 
receiver. When the incoming current has a frequency close to the 
resonance frequency of the relay reed the vibrations of the latter 
are a maximum. Its disturbance of the microphonic contact 
resistance is then a maximum, and therefore strongest equivalent 
pulses of current are set up in the local circuit. 

Telef unken relays of this pattern have been described in Volume 
I., Chap. XXI. It is easy to realise that with two such relays in 
cascade the effects produced by pulses of current not of the same 
frequency as the relay reeds w^ be very small, at least when 
compared with those produced by pulses in resonance with the 
reeds. The Telefunken Co. claim that two such relays in cascade 
will sort out two different notes in the same circuit when they differ 
in pitch by a minimum of 20 per cent. 

Therefore such a system not only ensures longer ranges of 
signalling but it also cuts down very appreciably the jamming 
which might be caused by other buzzers of different note pitch in 
the neighbourhood. 

Tuning out, or Limiting iDterfereDce Effects.— Experiments 
which have been made to tune the receiver base circuit of a 
valve amplifier to one buzzer note, and cut out others, have not 
met with much success. One method was to include in the base 
leads an inductance and variable condenser in series ; this only 
reduced the strength of signals and gave no note tuning. If the 
condenser is connected in parallel with the inductance, or with 
the inductance and amplifier in series, the disturbing note can 
not be toned out and signals reduced in strength. One difficulty 
encountered when trying to tune out a disturbing note is that it 
is generally rich in harmonics which makes complete tuning oat 
very difficult. 

A method of tuning which gave positive results, without, 
however, ehminating the jamming of another buzzer, is shown in 
Fig. 211. A simpler method would be to connect an inductance 
and capacity in parallel with each other and shunted across the 
telephone receivers on the amplifier. The capacity should be of 
the order of 1 microfarad, the inductance of such a value as to give 
note resonance and with as low resistance as possible. As a matter 
of fact any of these methods will probably weaken the looked 
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for signals, since they tend to wipe out the hannonics which make 
the buzzer note distinctive. 

Where the interference is caused by leaky telephone or electrical 
lighting circuits a simple combination of earth bases at the receiver 




Fre. 211. 

may be effective. Thus, referring to Fig. 212, let AB be the 
working base and suppose that noises are set up by a leak from an 
electrical circuit in the neighbourhood. Another earth base is 
put out at CD and connected to the second primary on the trans- 
former T. Assuming the bases to be so placed that the disturbing 
effect will in&uence both equally the primaries of the transformers 
can be connected to the bases in such a way that the results annul 
each other. Since, however, 
the currents from the trans- 
mitting station will act on 
AB more than on CD the 
signals will come throDgh 
practically imimpaired. 

Instead of having only 
one earth base at CD a 
number of earth plates can 
be installed in different posi- 
tions and connected up 
through a multiple switch, 
so that any pair may be 
chosen which will best reduce Pj^, 212 

the interference or least re- 
duce the strength of signals. It is seen that this method is also 
effective for reducing noises in the amplifier caused by earth 
currents, or atmospherics. 

Signalling with Inaudible Frequendes. — It is possible to make 
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a valve oscillate at a low or audible frequency and so make it 
act as a power buzzer ; one method of doing ihis ia shown in Fig. 
213. In the arrangement shown A and B were ordinary Marconi 
telephone transformers and the valve was an ordinary French 
receiving valve. Good signals were obtained over a range of 1600 
yards. More power could be obtained by using higher voltages, 
or larger valves, or connecting valves in parallel. 

An interesting arrangement would be to make the valve 
oscillate just above audible frequency and tune the receiver 
circuits so that the receiver valves osciUate at a slightly different 
frequency thus giving reception by the formation of beats. With 
this method the communication could be kept secret as it would 




only be received on a properly tuned circuit ; however, as re- 
marked before, earth current signalling at these comparatively 
high frequencies ia only possible over short ranges. 

Earth Current Telephony. — A microphone current can be 
stepped up through a valve amplifier and then applied to an earth 
base as a telephone transmitter. An ordinary low resistance 
microphone is connected in series with a battery of 3 or 4 volts to 
the low resistance primary of a small transformer, the secondary 
of which is connected to the grid and filament of the first valve in 
a 3-valve amplifier. To get good smpHfication of the microphonic 
or speech current it will be necessary to use a fairly high plate 
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potential of 200 or 300 volts ; this may necessitate the use of two 
or mote valves in parallel at the second and third stages of the 
amplification. The transformer in series with the last plate circuit 
should be a step-down one whose secondary has a resistance 
approximately equal to that of the earth base it is proposed to ' 
use, and to which the secondary is connected. Beception takes 
place on a valve amplifier in the ordinary way. With bases 100 
yards long it is possible to carry on communication in this way over 
a range of 1500 yards. 

QUESTIONS ON 0H4PTEE XVL 

1 . Briefly Btato the Teaaona why aignaUing hy earth cunents must be mainly 
an inductive phenomenon. 

2. Why is it not possible bo use high frequency curtents to eigoal through the 
earth aa well as through the air t 

3. How ia the range of earth cnrrent signalling afieoted by — 

(a) The power of the transmitter ; 

(6) The geological conditions of the earth over which signalling takes 

(c) The length of the transmitter base ; 

(d) The length of the receiver base I 

4. Wbat difficulties are likely to be encountered In eatahliahing oommuaication 
between two places by earth current signalling T 
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CHAPTER XVII 

MISCELLANEOUS VALVE APPARATUS AND 
APPLICATIONS 

Valve WaTOmeter.— A valve wavemeter consists simply of 
an osciUating valve circuit -wMch may be made up as shown in 
~ig. 214 (a) or (b). In Fig. 214 (a) the telephone receivers are 




connected in series in the plate circuit and a blocking condenser 
is shmited across them and the plate battery ; with this con- 
nection it will be found that from 20 to 40 volts are required in 
the plate circuit to make the valve oscillate, presuming it to be 
of the usual French valve type. 

In Fig. 214 (b) the telephone receivers are shmited across 

a small condenser in the grid circuit and thus act as a leaky 

resistance across this condenser. With this arrangement it will 

be found that the valve^oscillates on 8 to 12 volts in the 

333 
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plate circuit but will not oscillate ii the telephone receivers are 
disconnected. 

In either case the coils, of No. 28 or 30 S.W.G. ailk-covered 
wire, can be made of the flat spiral design placed close to each other, 
thus giving close coupling and taking ap little room. !Ihey 
should be rigidly hxed, as a change of coupling will change the 
inductance effect and bo upset the calibration of the meter. A 
favourite method is to mount them in a block of ebonite which 
is filled up with paraffin wax before an ebonite cover is screwed 
on. The connecting wires in the instrument should be stiff to 
avoid changes of inductfinoe or capacity effects ; too much caie 
cannot be taken in this respect, especially when dealing with C.W. 



The toning condenser should not have a high maximum value ; 
about 0*0005 mfd. is a suitable value, as it gives fineness of 
tuning and does not overload the weakly oscillating cirooit with 
capacity effect. The fineness of tuning will make it possible to 
distinguish clearly the silent point when the meter is held near to, 
and heterodynes, another oscillating valve system. 

Great ranges of wave length should be obtained by having 
interchangeable sets of coils rather than by having a large range 
on the condenser for ^reasons given above \ when a range of 
longer wave lengths is to be measured the grid circiiit coil should 
be given a greater inductance value at the same time as the 
plate circuit coil. 

In tuning a transmitter the valve wavemeter should be held 
near the aerial and not near the transmitter itself ; the farther 
it is held frouL either the better, because mutual induction effects 
between the wavemeter and the transmitter circuit may cause 
an error of several metres wave length to be registered. It should 
be possible to note the wave length when the wavemeter is held 
several yards from a transmitting aerial. It is equally important 
to keep the wavemeter as far away as possible from a valve receiver 
when tuning the latter. 

Ab a matter of fact a valve wavemeter, though very convenient, 
can never be accurate since the capacity effect of the valve itaelf 
enters into the values obtained on caHbration, and this capacity 
effect is not uniform, even in valves of the same design. Also a 
variable condenser is not a portable apparatus unless very rigidly 
constructed, and a slight change of its capacity will make a consider- 
able difference in the wave length when it is employed as a shunt 
across a coil. 
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A better type of wavemeter is the bazzet one described in 
Volume I,, where the tuning is done by a. variometer, and reception 
toning noted by means of a small lamp with heated filament, by & 
galvanometer, or by a neon tube ; this type is shown in Fig. 216, A 
valve wavemeter is useful for noting harmonics, and it is possible 

1^ that one in which a valve 

IT 1 of small capacity ia em- 

ployed, suoh as a Marconi 
Q valve, will usefully 
serve as a portable in- 
strument for ordinary 
measurements and corn- 



purposes must be very 
carefully calibrated, espe- 
cially when many stations 
Pia. 21S, have to work in close 

proximity on wave 
lengths differing only by a small percentage. The best method 
of calibration is to tune a Multivibrateur (already described in 
Chapter IX.) by means of a standard tuning fork, and calibrate 
the wavemeter on its harmonics. 

Use of a Valve for EUminating Jammhig.— It has been shown 
in Chapter V. that, if a valve is feebly oscillating at a certain 
frequency on a receiver circuit, if provides an E.M.P. which just 
neutralises the ohmio drop in the resistance of the circuit for 
oscillations of that frequency. This is sometimes known as the 
" negative resistance " effect of the oscillatmg valve ; it has been 
apphed in a patent taken out by Pupin and Armstrong for the 
eUmination of jamming, especially jamming by strays. 

The method adopted is shown in Fig. 216 ; the plate and grid 
circuits of the valve are both coupled to the aerial circuit and 
through it to each other, the couplings being adjusted so that the 
valve generates oscillations. The aerial and grid circuits are tuned 
to the frequency of the ether waves it ia desired to receive, the grid 
potential being adjusted by means of a battery or potentiometer. 
When the valve oscillates it wipes out the effect of resistance 
in the aerial circuit, even when this resistance is ot high value, 
so that the ampHtude of oscillations induced in the aerial by ether 
waves of the given frequency will be greater than would otherwise 
be the case. The negative resistance effect will not exist for waves 
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of a different frequency, or length, and in order to prevent more 
effectually the latter from inducing oscillations in the aerial a 
comparatively high resistance r^ is included in it. A high resist- 
anoe r^ is connected across the portion of the aerial circuit in -which 
the negative resistance effect is introduced ; this enhances the 




latter effect. The resistance of two resistances in parallel is their 
product divided by their sum ; if therefore — Ri be the negative 
resistance effect the combined resistance of rj and — R| : 
_ H X (-Ri) ^ -RiT g 
ra -|- {— Bi) ra — Bi 
If r2 ia greater thanRi thenrj — Ri can be made very small, and R 
■will then be approximately equal to — Rifg, which ia a greater 



B = 
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negative value than — B). To take an example, sappose the nega- 
tive resistance — Bi is —90 ohms ; if it ia shunted by 100 ohms the 
... .. . —90x100 —9000 „„„ ■ ^ ,. 

combmed resistance is - nn = ~ ia — ~ —900, so that the 

100 — 9U 10 

effect IB increased 10 times. It is therefore possible to include 
a high resistance Tj in the aerial and yet wipe it out for oscillations 
at the valve frequency. This high resistance will damp down 
oscillations of other frequency and reduce the effect of strays. 
The resistance r^ is inserted in the tuned circuit of the valve in 
order to adjust the time during which resistance compensation 
is completed by the valve oscillations. An atmospheric or stray 
may set up oscillations by shock in the aerial, at the frequency to 
which the latter and the valve are tuned, but these will die out 
before the resistance compensation is complete ; a persistent 
received oscillation at the given frequency will gain the full effect 
of the compensation. 

The receiver circuit can be coupled to the aerial circuit in the 
usual manner, or valves in cascade can be arranged. 

For example the grid circuit of a first valve can be coupled to 
the aerial and its plate coupled through a tuned circuit to the grid 
circuit of a second valve. The plate circuit of the second valve 
can then be coupled back to the aerial, and with this arrangement 
greater selectivity is obtained. 

TalTe Amplifiers in Telephone Lines.— It is apparent that 
valves may be employed for relaying or amplifying up weak tele- 
phone pulses in a line, in fact great development in this direction 
may be anticipated now that the bard valve has been perfected 
and is so uniform in its action. The simplest method of valve 
relaying would be to connect the lines through a transformer to 
the grid circuit of a valve, the telephone receivers being connected 
in the plate circuit. This would be a costly method since it imphes 
one valve outfit at each instrument ; except in rare cases it would 
not be feasible since the valve relays would be installed in places 
where they would not be under the control of experts, and any 
fault in the valve circuits would stop communication altogether. 
Therefore it is better to make the valve amplify the pulses in the 
main line, installing it for preference in a relaying station near the 
centre of the Hne so that its amplifying effects will be equal for 
speech in both directions. If the relay station is not near the 
electrical centre of the line it is still possible to get equal amplifi- 
cation in both directions by osiDg an artificial line for balancing 
purposes. 
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Thus, on a single nuun line, the valve amplifier or relay may 
be connected as shown diagrajnmatically in Fig. 217 ; the main 
line paBses through a transformer or repeating coil at B, and the 
secondary of H is connected to the primary of a transformer Ti 
which has fonr windingB on one core. Pulses of current in the lines 
induce, through H, pulses of current in the coil 1 2. These 
induce pulses of potential in the coil 7 8 ; these act on the grid of 
the valve inducing pulses of the local current in its plate circuit. 
These set up induction in the secondary of the transformer T2 




and therefore pulses of current in the coil 8 4 of T). Through the 
coil 1 2 and E these pulses induce corresponding ones in the line 
which are in synchronism with the original line pulses and therefore 
strengthen the latter. At the same time the pulses in S 4 induce 
back on 7 8 and therefore increase the effect on the grid circuit, 
so that the amplifying effect is built up. There is a danger that 
the grid potential pulses might be built up so that the plate current 
goes beyond the straight portion of the curve, but it may be noted 
that the grid circuit current in 7 8 and the artificial Ime current 
in 5 6 are demagnetising ones, hence, by proper dffiign of the coils 
and by adjustments of grid potential and artificial line, it is possible 
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to avoid distortion. It is seen that when the valve is switched off 
commuiiication coatinaes on the line in the ordinary way. 

The method can be employed where a phantom line ia super- 
imposed on two main or physical lines ; the connections would 




then be as Bhown in Fig. 218 ; if necessary a valve amplifier can 
be installed on the phantom line. 

Low Frequency PolsM on Valve denaratod Oscillations.— In 




Chapter XIV. reference has been made to the fact that undamped 
oscillations may be generated at a transmitter and signals formed by 
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I these other oscillations, or poises, at an audible 
frequency. The method was illustrated in Pigs. 167 and 158 ; it is 
suitable lor small sets and short ranges, will give very sharp tuning 
efEects, and can be received on a simple circuit. 

The method is illustrated again in Fig. 219 ; here the osciUating 
plate circuit of two valves in parallel is coupled to an aerial circuit. 
OsciUationa at audible frequency are induced in the oirooits of a 
third valve and these oscillations are impressed on the parallel 
grids of the two power valves by direct connection to the grid of 
the modulating valve. 

Combined C.W. Transmitter and Recaver.— A Set havmg the 
advantages of portability and ease of adjustment was designed 
by the author with circuits as shown m Fig. 220. The Set is 




contained in a box 10} ins. X 10} ins. X 8} ins. and is intended for 
use with a French receiver type valve. 

The coupling coil in the plate circuit has 100 turns of No. 22 
8.W.G. silk-covered copper wire, wound on a cylinder 3| ins. 
diameter and 8^ ins. long, while the toning coil has 140 turns of 
similar wire on a cylinder 6 ins. long and 2| ins. diameter. There 
are' 19 tappings on this coil to a multiple contact switch. 

The grid reaction coil consists of 110 turns of No. 28 wire, or of 
too turns of No. 30 wire, wound ona ball 3| ina. diameter, mounted 
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inside the plate coil and capable of lotation through 180° so as to 
vary the coupling. These dimensions were chosen so that the Bet 
would have a range of wavelengths from 1200 to 1800 metres on a 
short aerial abont 6 yards long and 4 feet high. A small variable 
Condenser with capacity up to 0-0001 mfd., shown at K, is conniected 
acroBS the plate and grid circuits ; it adds to the coupling of these 
circuits and at the same time provides a fine adjustment of tuning. 
The Set is provided with a change-over switch for Send and Beceive, 
the arm of the switch carrying at each- end an insulated stud. 
When the switch is placed at Send the plate is in series with a 400- 
volt battery and key, the filament resistance r, is short'Cirouited 
by one insulated stud on the switch arm so that the filament is 
heated by the full 6 volts of the battery ; the other insulated stud 
short-cirouits a 0-0003 mfd. condenser Ki, with a 3 megohm leak, 
in the grid circuit. When the switch is at Beceive the plate circuit 
has 60 to 80 volts in series with a telephone transformer, which 
has the usual shunt condenser and telephone receivers. Also 
the filament rheostat and leaky grid condenser are brought into 
action, so that the filament has now only 4 volts across it and the 
grid condenser makes the valve rectify as ■ well as heterodyne- 
Instead of the aerial aouneter a small electric lamp may be used 
to light up when current is oscillating in the aerial circuit, or the 
lamp may be inserted if the ammeter gets damaged. 

Some Sets were made up which had two valves in parallel for 
transmission ; for this purpose the plate and grid terminals of 
the two valve sockets were respectively connected in parallel, and 
a spare contact on the change-over switch was utilised to 
switch the Ughting battery on to the filament <A the second valve 
in parallel with the first. This arrangement proved useful either 
to increase the aerial current or to take undue energy strain off 
one valve when transmitting. To tune the Set a heterodyning 
waivemeter is placed near it and adjusted to the correct wave 
length, the switch is then put to Send, and the inductive coupling 
between the plate and grid coils adjusted so that maximum 
current is shown on the aerial ammeter when the key is pressed. 
The coupling condenser K is set at zero. 

The key is then intermittently preBsed while the multiple 
switch on the plate circuit coil is passed from stud to stud. When 
on the correct stud the beat note will be heard in the wavemeter 
telephones ; the variable condenser is now adjusted until correct 
timing gives the silent point in the wavemeter telephone. 

When switched over to Eeceive the valve capacity on the 
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lower^ filament temperature is slightly leas than before so that the 
wave length ol the Set falls off a little. This can be obviated by 



shghtly increasing the value of K, or better still by using the spare 
contact on the switch to put a small variable condenser K3 in 
parallel with the plate coils. This condenser is then adjusted so 
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that when listening in the telephone leeeivers on the Set the note 
heterodyned by the wavemeter is heaid. 

With reccaver type valves two of these Sets will give good 
signals over a range of 5 miles using aerials SO feet long, including 
lead in, and 8 feet high. They will give proportiomlly longer 
ratigee on higher aerials or when fitted with ampMers. If the H.T. 
battery is in poor condition it sboold be shonted by a condenser 
of 0-002 mfd. ; the Set would also be Improved by having a 
condenser m aeries with the aerial. Fig. 220a shows the Set in 
ose on an aerial i feet hi^ 

Differont (Snmits compared for Short Aerial Tramniission.— 
A abort aerial implies a small aerial capacity and it may be 
of interest to compare different methods of connecting up a 
transmitting valve circoit to such an aerial. 

The usual method adopted would be^that shown in Fig. 221 (a) 





4r ® 4-® ^ 




© 



leaving out the usual connections of battery and key. It is 
assumed that L^ is greater than Lg. If the tuning condenser is 
put in the grid circuit instead of in the plate circuit, and is not 
of too high a value under these conditions, as shown in Fig. 221 (b), 
a good oacillating current wiU be obtained in the aerial but the plate 
circuit current will be higher than before in effective value. This 
connection will give good signals as a receiver. 

If the grid circuit is connected acroBB the aerial circuit as shown 
in Fig. 221 (c), while the plate circuit is made up of the smaller 
inductance L2 and the tuning condenser, the aerial current will be 
comparatively small. This will act as a good receiving circuit. 

Generating very Short Wave Lengths.— One method of setting up 
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Teiy short vaves is shown m Fig. 222 ; the oscillating plate ciicuit 
has an inductance which is only that of the connecting wiees in 
the circuit and therefore can be made very small. Its capacity 
ia that of the valve, between the plate and grid, in series with a 
very small condenser K, and with a 
condenser across the plate battery. 
Thus the capacity and inductance 
effects can be made very small and it 
is possible to set up waves of only 2 ot 
3 metres length. The' coils Li and L^ 
have adjustable contacts and are in- 
tended to give the grid potential a 
proper value as regards both amplitude 
and phase. The condenser K couples 
the plate and grid circuits to sustain 
the oscillations ; iti value need not be greater than about 
0000003 mfd. 

A method used by W. 6. White is shown in Fig. 223 ; the 
inductances in the plate and grid circuits are those of the con- 
necting wires AB and CD respectively and can be made very small. 
The condensers Ki and K2 act in series as a coupling effect ; they 





can be of very small value. The wire W which bridges lOi and 
Wj should be adjusted so that the length of the loop thus formed 
is an exact multiple of the wave length of the valve circuit ; this 
loop is then a coupled circuit in which oscillations of the valve 
wave length are induced. The coils shown iu the battery leads are 
high frequency chokes. With either of the arrangements shown 
above it is possible to generateosciUatingcurrenta of good amphtude, 
and the short waves set up by them can be received on a simple 
Hertz resonator fitted with a vacuum tube or thermo galvanometer. 
Tnned Telephony.— During the summer of 1916 the author 
carried out some experiments with tuned telephony on a single 
wire earth return circuit. The instruments used weM the portable 
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G. W. Bets shown in Fig. 220, The switch was set in the Receiving 
position and a Brown telephone earpiece was connected across the 
series grid condenser instead of the usual high resistance leak ; 
this telephone receiver was used as a microphone without a 
battery. The valve filament had about 4 volts applied to it and 
an 80-volt battery was used in the plate circuit, wHch included a 
telephone transformer and telephone receivers connected up in 
the usual manner. 

With several Sets on a single wire connecting theaerial terminals, 
the earth terminals being earthed. It was found possible to carry 
on two or more simultaneous converBations by tuning the pairs 
of Sets to different wave lengths. The tuning was sharp and the 
speech was very distinct, even when the line wire included a 
* resistance of 700 ohms. One disadvantage of this simple arrange- 
ment was that the local speech was heard in the local receivers, 
but this difficulty can be easily surmounted. The experiments 
were not elaborated at the time because there did not seem to 
be any possibility that this method of conunumoation had any 
field service application. 

However, these experiments demonstrated that it was quite 
possible to have several simultaneous conversations on a single 
wire, and if the valve oscillators had distinct wave lengths these 
conversations would be secret, each from the others. 

Provided that a suitable callmg up device can bo invented this 
possibility of tuned telephony would appear to have considerable 
commercial advantages in the saving of cable and the secrecy 
attainable. 

Testing the Transformers in Amplifiers.— If an amplifier 
becomes faulty, with a dead effect and no susceptibility for oscil- 
lating, it is likely that there is a disconnection in one of the inter- 
valve transformers. The primaries are connected from grid to 
filament and the secondaries from plate to filament of the succeeding 
valve. To test the transformers for disconnection without opening 
up the apparatus the filaments are lighted in the usual maimer, 
H.T. battery connected up, and rheostats or potentiometers 
adjusted as in normal working. Listening in a pair of telephone 
receivers the laads from the latter are touched to each grid socket 
and filament terminal, or to each plate socket and filament terminal 
as the case may bo. Clicks will be heard in the receivers if the 
transformer windings are not disconnected or broken. 

A very useful little testing Set is made 1:^ connecting an e«- 
piece of a sensitive telephone receiver in series with a small 4-volt 
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dry battery. Whon tranelormer windings have to be tested leads 
from the receiver and battery are put in contact with the terminals 
of the windings. When there is no disconnection a click will be 
heard in the telephone receivers. 

Disconnections in the transformer are generally found at 
the terminals of the winding where the fine wire of the coil is 
soldered on to a terminal eye ; this joint is often made brittle by 
the heat of the soldering and is liable to break. 

To Ueamie tbe Wiive Length ol Received Undamped 
OscillatioDS. — (o) If the receiver is fitted with an auto-hetero- 
dyning valve, tune the receiver accurately to the incoming wave 
length so that the silent point is obtained. Now couple a valve 
oscillating wavemeter loosely to the secondary circuit of the 
receiver and, whilst listening in the receiver telephones, adjust the 
wavemeter imtil the silent point is obtained for it and the receiver 
valve. The wavemeter will then read the accurate wave length 
of the incoming oscillations. 

(b) If the receiver is fitted with a separate heterodyne, the 
latter is adjusted until the silent point is obtained between it and 
the becoming oscillations. If the receiver is fitted with a valve 
detector care most be taken that the latter is not generating oscil- 
lations, and the eoupUng ot its circuits should be made as loose as 
possible. When the silent point is obtained by adjustment of the 
separate heterodyne circuit the latter is now set to the wave length 
of the incoming oscillations ; if it is cahbrated the wave length cat\ 
be read off it direct. 

To Measure the Capadtr ol an Aerial.— A coil whose induct- . 
anee is at least 20 to 25 times that of the aerial is included in the 
aerial circuit. An oscillating valve circuit, such as a valve wave- 
meter fitted for reception, is coupled to the aerial and brought 
into resonance with the latter. When resonance occurs a slight 
click will be heard in the wavemeter telephones. The coupling 
is varied until the chck occurs at the same point on the valve 
circuit condenser whether the resonance point is attained by 
increasing or decreasing the condenser value. The inductance 
coil is now disconnected from tbe aerial and earth and shunted by 
a variable condenser ; this is adjusted to bring the circuit again 
into resonance with the already adjusted valve circuit, when 
the reading on the variable condenser will give the capacity 
of the aerial it has replaced. The method neglects the small 
inductance effect of the aerial and was first noted by Dr. L. W. 
Austin. 
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In a Becond method the aerial cireuit is made up with an 
inductance coil in series as before-; the coil fs inohided in the grid 
circuit of an auto-heterodyning valve with reaction coupling to the 
. valve plate circuit, which contains a pair of telephones. A 
generating valve wavemeter is coupled loosely to the aerial circuit 
and adjusted until the silent point is heard in the telephones. 
The aerial and earth are now disconnected and re|)laced bj a 
variable condenser which is adjusted until the silent point is again 
found. The reading on the variable condenser will then give fairly 
accurately, the capacity of the aerial. 

Oscillognims of Valve-Genezatod OsoiUatioiu.— -Hi^y inter- 
esting experiments have been made by the ■ French Military 
Wireless Service acting under General Ferris, with a Kathode 
Tube Oscillograph, known as the Oflcillographe Cathodique Dufour. 
Preliminary work with this species of apparatus on high frequency 
OBcillations was described in the Journal of I'Academie des Sciences 
in 1914, and further records were made by Lieuts. Beauvais and 
Ditte during 1917 and 1918 with improved forms of the Oscillo- 
graphe. The author has not yet received, permission to publish 
any details of the methods adopted with Mons. Dufour's apparatus, 
but the oscillograms shown in Fig. 224 will serve-to demonstrate 
the valuable aid it has given to the scientific study of valve pheno- 
mena. 

Fig. 224 (a) shows the oscillations of current generated by a 
valve at a frequency of 69,000 per second ; Pig. 224 (b) was taken 
at a frequency of 270,000, and Fig. 224 (c) at a frequency of 750,000. 

The chief interest of these oscillographs lies in the fact that 
they demonstrate the remarkable pureness of wave obtainable 
by means of valves. At each frequency the oscillations of cmrent 
are seen to be pure sine waves without harmonics ; this compares 
very favourably with the results obtained in arc generated oscil- 
lations. The latter are generally more or less rich in harmonics 
depending on the capacity values with which the arc is shunted ; 
they are also accompanied by periodic trains of damped oscil- 
lations, which are caused by the periodic extinction of the arc and 
depend upon its size. Th& current oscillations obtainable from a 
High Frequency Alternator are also certain, for obvious reasons, 
to be impure and with many harmoiucs. 

Heasniement ol Hate Circuit SeHistance in a Valve, and 
Slope of Carve. — As shown in Chapter II. the current in the plate 
circuit can be written : — 

C, = aVp + tV, - c 
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The effect of a am&ll increase of plate or of grid potential can be 
found by taking the differential of the cturent xvith respect to these 



-,, ' = a, and -,.f = b, therefore ^,^ ^ = ; also the 



dWf 

plate circuit resistance, r. = - = -^. 
' a dtJp 



dV,/dV, ■ 



In the TTireiess ^orld, of November, 1918, Mr, E. V. Appletoi 



, or fp, ia then easily derived. The apparatus and circuits employed 

have been called by him a " Slopemeter," since -^ determines the 
slope of the plate current-plate potential curve at any point and 
^~S the slope of the plate current-grid potential curve. 

Shghtly modified diagrams of Appleton's circuita are given 
below in Figs. 225 and 226. Referring to Fig. 225 the plate and 
grid circuits, are completed to the filament through resistances Ri 




and B'2, by means of. a sliding contact. A battery, B, is connected 
through a key, K, across Rj and £2- The plate current is firat 
read on A with K open ; then K is closed and a current X flows 
from B through Rj and Ra- The potential across R, is now RjX 
and the grid potential is therefore made positive by this amount. 
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The increase of plate current due to this inorease of grid potential 

would be (f> X K,X), or EiX^j=^. However, at the same time the 

current X flows through B^ and decreases the plate potential by an 
amount K^X ; the decrease of plate current due to this is a X BgX, 

or BgX .^- . By maidpulating the slider it is possible to adjust 

the values of Bi and B^ 8o that the plate current does not change 
when the key is pressed, in other words the increase due to rise of 
grid potential is just counterbalanced by the decrease due to fall 
of plate potential. Thus, when the balance is obtained. 



dCp /dCp _ 
■-dvJdY, b B 

The circuit is now made up aa ui Pig, S 



tnd with K open the 




Fio. 226. 

plate current is read on A. If the key is now closed a current, 
Y, flows through Bj and A from the battery B. If r is the resist- 
ance of A this current causes a drop of potential across Bs and A 
whose value is (B3 +f)Y.; in other words the potential of the 
grid with respect to the fllament is raised by this amount. There- 
fore the plate current is increased by an amount : — (({Bs + r)Y, 

or ^^ X (E3 + r)Y. Now the battery current, Y, flows through 

A in the opposite direction to the plate current, and it is possible 
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to adjust tb8 value of E3 so that the reading on A is the same 
whether the key ia open or closed. Obviously then — 





Y: 




. + r)Y 




iJV, 


1 
Bs+r 


, = '■ 


a 

i 




sndb = 


1 



1 _dVj,_ Ba 

■•'■''"a dCp-B,(R3"+r) 

The solution of Fig. 226 deseribed above does not take into account 
the flow of grid current through A when the grid is made pcraitive ; 
the grid current will, however, be very small compared to the 
plate current. 

From the solution for rp it is evident that B2 must be chosen 
of a very high value compared to llj and E3. 

The ammeter A should preferably be a very sensitive galvano- 
meter or miliiammeter, shunted if neeesBary. 

At the moment of going to press it appears probable that the 
British Gorernment chain of wireless stations, for long ranges, 
will be equipped with Arc Generators of the Poulsen Type. These 
have been fidly described in Vol. I., yet the view of a 100 K.W. 
Arc Generator shown in Fig. 227 may prove of interest to 
readers of this volume. The coils of the electro-magnet are 
clearly seen ; also the pipes for water-cooling circulation, and the 
motor drive for rotating the electrode. 
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Generation of oscillations by volvesi 

73 
Generators for earth current aignal- 

Ijng, 323 
Qeologioal conditions in earth current 

s^natling, 319 
German power buzzer, 319 
Qoldechmidt, Prof. B., experiments 
of, 278, 295 



Grid cell 



of, 284 
amplifiers, 111 
>t«nce of, 29, a 
oondenaer, action of, 41 
condenser, size of, 46 
condenser in H.F. amplifiers, 121 
current in L.F. amplifiers, 103, 

HI 
potential, negative, in trans- 
mittera, 228, 244 
Gutton, Prof. C, calculations on 
heterodyning, 147 
formula for plate current, 2S 
theory of oscillatiog valve, SO, 88 



HARMONICS, 164 
circuit for generating, 167 

demonstration of, 166 
Heterodyne, advantages of, 1 43 

auto and ultra, 142 

demonstration of, 148 

equal, 146 

sepuvte, 142 
Heterodyne reception, advantages of, 
143 

calculations on, 144, 147 

explanation of, 138 

Feeaenden's early circuit, 142 
Heterodyning, explanation of, 61, 138 
High frequency alternators, 284 

A.E.G. type, 288 

Alexandersoa type, 2S4 

Goldschmidt type, 2S4 
High frequency amplification, 63 
High frequency ampliflera, 119 

French types, 122 



135 

not good on short waves, 1 
reaction capacity, 123 
resistance type, 119 
High frequency spark s- 
Chaffee, 281 
De Forest, 283 
Lepel, 280 
Moretti, 283 
T.Y.K., 280 



H.T. supply for transmitter plate 

circuitfl, 231, 252 
Hull, Dr. A. W., dynAtron valve, 198 
pliodynatron valve, 207 



T7"ATH0DE electrode, 3 
l\ . Kenetron rectifying valve, 232 
Key manipulating i 



LANGMUIK, Dr. Irving, inveati- 
gations of, 18 

kenetron valve, 233 

plate electrically deposited, 210 

pliotron valve, 22, 39, 170 
Leak for grid condenser, 46 

construction of, 50 
Lepel system for radio -telephony, 280 
Low frequency amjdifiers, BB 

faults in, 115 
Lieben Reisz valve, 37, 98 
Limiter valve circuits, 2QG, 209 

valves in C.W. r. ' 
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H.F. amplifiers, 130 

limiter valve circuit, 209 

"Q" valve, 179 

radio-telephony and C.W. set, 
275 

"V.24" valve, 185 
MEtrzi microphone, 295 * 

Mend^leje&'s Law of Periodicity, 4 
Mercury vapour, eflect in a valve, 

20, 174 
Microphone, 292 

connection through amplifiers 
'_'> 240, 243, 246 

design for radio -telephony, 292 

Goldschmidt's balanced, 294 

Kiihn's system, 296 

Marzi's high current, 295 

Vanni's high ■current, 294 
Microphonic effect in amplifiers, 116 
Molecule, definition of, 2 
Moretti's spark gap, 283 
Morse's experiments, 305 
Multivibrateur, 167 
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NEGATIVE resistauoe, of » dyua- 
troii,a00 
of OMillsting valve, 00, 143 
Pupin and AnnBtrong's circuit. 



OSCILLATING ouireata in C.W. 
tmnsmitten, 215 
valve ohoraotariaticB, 1S2 
OscillatiotiH of a valve, 72 
calculations on, 80 
capacity coupling, S2 
energy in, 91, 97 
explanation of, 72 ' 
frequency and wavelength of, 90 
inductive conplings, 79 
tuned circuit on the grid, 94 
OscillogramB of valve detector action, 
172 
of valve OHcillatione, 346 

PABALLEL volvee, 16S, 229 
ParleuT power buzzer, 313 
Phase relationeinoBcillatingvulvee, 83 
Plate oircnit,reeiatancein valve, 29,34^ 

Eource of voltage for, 15, 231 

current curves, 23 

current in transmitters, 227 
Pliotron valve, 22, 39. 170 
Pliodynatron val\^, 207, 298 
Poulsen's ore transmitter, 279 
Potential amplifying factor, 28 
Power buzzers, 313 

Brown, 315 

German, 315 

Parleur, 313 
Power buzzer efficiency, 323 






valve, 179 



ADIATION of electronfl, 14 

[247 

Radio-telephony, French transmitter, 
G.K. Co.'s traoBmitters, 297 
Lang^nuir's transmitter, 23B 
simple transmitters, 23G 
transmitterB, various, 243, 297 
Western Electric Co. 'a trans- 
mitter, 302 
Badio-telephony reception. Chap. 

XIV., 255 
Reaction of a coil, 60 

of a condenser, 60 
Beaction coil, use of, in plate ofrcuit, 
53 



I, C.W., 265 
De Forest circuit, 270 
H.F. anqiMera on, 269 
Marconi circuit, 261 
simple circuits, 269, 267 
tuning of, 263 
with cadre coil, 269 
with directional aerial, 270 
with H.F. and L.F. ampli: 
tion, 263 



tion, 264 
Receivers, telephone, for radio-tele- 
phony, 276 
Reception,. C.W., by tikker and 
crystal, 268 
loose coupled circuits, 262 
necessity forsharp tuning, 140,259 
simple circuits, 259 
Reception of mixed frequency osoilla- 

tions, 267 
Rectification, on reception spark and 

C,W. compared, 255 
Rectifying valves, use of, in trans- 
mitters, 232 
Relay, simple valve, 26 
Resistance, 10 

aerial on C.W. transmitter, 222 
values in resistance amplifiers, 
121 



Round, Capt. H., circuits of, 55, 69, 
238, 241 
soft vacuum valve of, 38 

SATURATION, plate current, 16, 
24 

Screening eSects in earth current 

signalling, 319 
Secret or tuued telephony, 343 
Seddig valve, 188 

Sensitiveness of valve reception, 141 
Separate he(«rod3Tuiig, 142 
Short waves, how generated, 342 
Siemens and Ealske valves, 1 90 
Silent point, in C.W. reception, 141 

none in spark reception, 141 
Single amplification. Round's circuit, 

55 
Slopemeter, 348 
Soft vacuum valves, 20 
Spark coil for H.T. supply voltage. 
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TELEFUNKEN frequency 
changer, 288 
L.F. amplifier, 113 
receiver valves, 184, 187 
tnmsmitter valve, 227 
Telephoae, lines, use of valve letaj^. 



rsfor radio-telephony, 276 
TH, theory of design, 49 
transformerB, advaatagee of use 
of, 47 
Telephony, toned, or secret, 343 
Telephony, radio. See Badio-tele- 

phony. 
Temperature of filament, effect ot, 18, 

26, 1Q3 
Teatiing amplifier tranaformera, 344 
Theory of the valve, 13 
Thomson, Sir I. I., theory of atomic 

structure, i 
Tikker, used in C.W. reception, 268 
used in valve transmitters, 249, 
266 
Townaend, Prof., theory of valve 

oscillations, 96 
Transformers, for L.F. amplifiers, lOS 
frequency changing, 287 
testing for broken circuits, 344 
Transmission by mised frequency, 

257 
Transmitters for earth current signal- 
ling, 313 
Transmitter valves, 223, 261 
Tremellan, Capt. K., directive receiver 

of, 270 
T.Y.K. spark system, 280 



VACUUM, effect of soft, 20 
hard, method of obtaining, 22 
Vallauri, Q,, equation for audion 

valve, 29 
valve oscillation conditions, 86 
Valve amplifiers in telephone lines, 

336 
control in radio-telephony, 297 
damping effect, 36 
design, 33, 192 
detectors, 30 
energy consumption, 173 
frequency changers, 290 
as generator of oscillations, 73 
in cascade, 17 

negative resistance circuit, 334 
receivers, 269 



Valves, receiver types: 
A.E.G., 182 
audion, 37, 191 
B.T.H., 176 
djrnatron, i 



Fleo 



;, 21, 3 



French, J 

French, small capacity, 126 

G.E.C. (U.S.A.), 198 

Lieben Reisz, 37, 99 

N.P.L., 174 

pliotron, 170 

pliodynatrou, 207 

'' Q," 179, 192 

Bound, 38 

Seddig, 188 

Siemens and Halske, ISO 

Telefunken, 1S4 

two-grid, 191, 206 

two-plate, 299 

'• V 24," 185 

Weetem Electric Co., 191 
Valves, transmitter : 

dynatron, 197 

G.E.C. (London), 227, 2B1 

Pliodynatron, 207 

Pliotron, 224 

Bound, 225 

Telefunken, 227 

Weatem Electric Co., 196 
Vanni, Prof., eiperiments of, 278 

microphone of, 294 
Tegturd, L., on atomic structure, 6 
Voltage defined, 9 



"AVE LENGTH, 
very short, 342 
C.W. transmitters, 216 
with oscillating valve, i 

ment of, 345 
Wavemeters, 332 

calibration by mulU-vibrateor, 

332 
design of, 332 
Western Electric Co., U.S.A. : 
audion receiver valve, 191 
C.W. receiver, 274 
new types of valves, 1 9S 
radio-telephony transmitter, 302 
Whistling noises in amplifiers, 1 1 6 
Wireless telephony. See Badio-tele- 
phony. 
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